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CoH4 
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Cl 

CO 

CO2 

Cro03 


6c 


(a9 


(a3 


Centre of gravity. 
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Ethine, or Acetylene. 

Ethene, or Olefiant gas. 

Indefinite number of atoms in a 
molecule of CH. 

Cellulose. 
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Carbon monoxide. 

Carbon dioxide, or Carbonic-acid 
gas. 

Chromic oxide. 
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ESSENTIALS OF PHYSICS. 
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MATTER AND ITS PROPERTIES: SOLIDS, LIQUIDS, 
AND GASES. 


CHAPTER I. 


MATTER AND ITS PROPERTIES. 
What is Physics and its object? 


Physics is that branch of science which treats of the transfer- 
ences and transformations of energy. Its object is the study of the 
phenomena* of matter—those phenomena occurring upon the earth. 
Those outside the earth belong to the realm of astronomy. Chem- 
istry deals with the permanent changes which affect the character 
and nature of matter, such as the decompositions of one bedy inte 
another. Physics is the science of energy; chemistry, of matter. 


What is matter ? 

Matter is that which reveals its properties to us by means of our 
senses; it is anything which occupies space. Matter and energy are 
inseparable, and constitute the physical universe. , 


What is energy ? . 
Energy is the capacity for doing work. It is a condition of 


* “Phenomenon,” a happening or appearance. 
2 2 17 
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matter in virtue of which a definite portion of matter can effect 
changes in other definite portions. 


What are the kingdoms of matter? 
There are three great kingdoms—animal, vegetable, and mineral. 
It is often difficult to draw a sharp line of distinction between them. 
For example, marble is composed of the remains of little animals, 
the coral insects so called. If it is subjected to heat, we have— 


Fixed air | ae 
Marble ee rine ae 
{ Quicklime | Gece 


carbon representing the vegetable, and calcium the mineral kingdom. 


Describe and define elements and compounds. 

The composition of matter has been determined by chemical 
analysis and synthesis. Should we grind a bit of marble into fine 
powder, the result would be marble still, fine particles of it, but each 
one capable of a chemical subdivision into C, Ca, and O. No one 
of these three has yet been further subdivided; no one has taken 
away from calcium anything but calcium. 

The elements or simple substances are those whieh thus far have 

resisted all efforts to break them up into other substances. 

The compounds are those substances which may be broken up into 
others. 

We call the former ‘‘our elements,’’ but it must be said they are 
probably compounds only awaiting some method by which they may 
be resolved. 

Seventy or seventy-one elements are admitted, and many others 
have been proposed and will be. 

Many lie in the chemical graveyard. 


Five of our elements are usually gases—O, H, N, Cl, and F. 
Two are liquids—Br and Hg. 


All the others are solids. 
The elements differ in color. Cobalt makes pink; nickel, apple- 
green; and iron, yellow solutions. Most of the metals have a same- 
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ness in color, yellowish-white, except Au, Cu, and Bi. There is also 
a great difference in their abundance. Oxygen composes § of water, 
4 of the atmosphere, and 4 of the earth’s crust, which may be 8000 
miles thick. All rocks are compounds of oxygen. We know some- 
thing of the outer 50 miles of the earth’s crust from the tilting of 
geological strata. 


O * constitutes 49.98% of the earth’ 8 crust. 


Si * 2.30% 

Al 66 7.26% 66 66 
Fe a 5.08 % 66 os 
Ca G6 3.51% 66 66 
Meg v6 2.50% a: 66 
Na 66 2.28 % 66 66 
K a 2.23% 66 66 
H 66 94% 66 66 

99.08 % 


een constitutes about + of 1%, and a variety of others about 
too of 1%. Earth weighs five or six times as much as water. 


What are allotropic elements ? 

The same element may exist in different forms, and the uncom- 
mon one is called allotropic, which means the other kind or the 
strange kind; e. g., ordinary oxygen and allotropic oxygen or 
ozone, O, and Q;. Phosphorus presents allotropic forms; so does 
carbon in graphite and diamond. 


What are native elements ? 

Elements are usually combined in nature with others, but they 
may occur singly, as copper often does. They are then said to be 
native. 


What are celestial elements ? 

Outside the earth, the sun, spetnottioss, and asteroids have all been 
analyzed, and they are found to possess ‘‘ our elements,’’ only in dif- 
ferent combinations from those of earth. Such analyses are made 
by means of the spectroscope. 


* This list also gives the order of frequency in nature of the first seven 
elements, if Fe and H be omitted. 
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What are the states of matter? 


There are four—(1) see (2) liquid; (3) gaseous; (4) Crookes’ 
state. 

The first three are fairly represented by earth, water, and air; 
together with fire, the ancients called these ‘‘their elements.” 
Their alchemy bloomed into chemistry only about one hundred 
years ago. 

No one of the above states is peculiar to any substance. What- 
ever state a substance happens to have depends solely on temper- 
ature and pressure. All matter can appear as a solid, a liquid, ora 
gas, except carbon. 
~ Kvery liquid has been solidified and volatilized. Every gas has 

been solidified and liquefied. Air was the ue to surrender in 1878, 
when it was reduced to lumps. 

Every solid has been vaporized, even C, but this alone refuses to 
be liquefied, simply because sufficient pressure cannot be used or no 
solvent found for it. If it could be liquefied, diamonds could be 
manufactured. 


What are the characteristics of each state ? 


The distinctive character of solids is that the relative positions of 
their molecules are fixed and constant, and cannot be changed with- 
out the expenditure of some force. Hence solid bodies tend to 
retain whatever form may have been given them by nature or 
by art. 

In the guid state the relative position of the molecules is no 
longer fixed, but they glide past each other with ease, and the body 
assumes the form of any vessel in which it may be placed. 

In gases there is still greater mobility of the molecules; they keep 
up an incessant struggle to occupy a greater space; so a gas has 
neither independent form nor independent volume. 

The general term fluid is applied to both liquids and gases. 


What is Crookes’ state? 


It is an ultra-gaseous state, or that in which the rarefaction - 
of gases is pushed to its utmost, and is called Crookes’ vacuum. 
Molecular actions, and not molar, come into play. 

By aid of Sprengel’s air-pump and chemical means a vacuum is 
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produced of sypnbo00000f an atmosphere. The experiments are car- 
ried on by means of a radiometer 
(Fig. 1). It consists of a glass bulb Fie. 1. 
reduced to an ‘extreme vacuum of 
air or any gas. ‘he bulb contains 
on a pivot a vane of four radiating 
arms, each carrying a disc of mica 
blackened on one side. Due to the 
radiant action of heated or luminous 
bodies, very unusual phenomena of 
attractions and repulsions are seen. 
Bring a candle-flame near, and in a 
certain degree of vacuum the black- 
ened sides of the discs are attracted, 
and the vane rotates toward the 
light: in a higher state of rare- 
faction the same sides are repelled. 
This -whole subject opens up an 
entirely new field for research. 


Name the physical agents. 

There are certain physical agents 
or natural forces which act upon 
matter—viz. gravitation, heat, light, 
magnetism, and electricity. The study 
of these practically comprehends the 
whole study of Physics. 


What are the properties of mat- 
ter? 

There are four general properties, besides a number of specific 
properties due to molecular arrangement: (1) Impenetrability; (2) 
Extension or volume; (3) Figure or form; (4) Indestructibility. 

(1) Lmpenetrability is the property of occupying space exclusively. 
When we drive a nail into wood, the iron and the wood do not 
occupy the same space at the same time. Strictly, it is the mole- 
cule which is impenetrable, though Ganot says atom. 

(2) The volume of a body is that property by virtue of which it 
occupies a limited portion of space. Everything has volume, and 


mn 
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this, and impenetrability, are called the essential attributes of mat- 
ter, since they are sufficient to define it. 

Things with us are comparative: we must have standard units of 
comparison, especially for length, and the’others follow. Area is 
space of two dimensions, and volume is space of three dimensions. 
The unit of volume is a cube, one edge of which is the unit of 
length, as the pint, quart, cubic centimetre, litre, ete. 


What are the units in the metric system ? 

The metre is the foundation of this system, and the deriv- 
atives from the metre increase or decrease by 10 or multiples 
of 10. 

The metre is about zoa0s000 Of the distance from the equator to 
the pole. According to law, it is the distance at 0° C. between two 
lines engraved on a platinum bar kept in the Paris Observatory. 
One one-hundredth of this, or 1 cm. (centimetre), is about 2 of an 
inch. These are length units. 

Units of volume and of weight are derived from them. The unit 
of volume is 1 litre: it contains 1000 ¢. ¢. (cubic centimetres). 

The gram, gm., is the unit of weight: 1c. c. of distilled water in 
vacuo at 4° C. weighs | gm. 

In this system volumes and weights are mutually convertible, 
hence one of its advantages. One-half litre of water would mean 
500 e. ¢., and would weigh 500 gm. By the English system 4 quart 
of water would convey no idea of the cubic inches contained nor show 
any relation of weight. 


1 metre = 39.37 inches. 
1 centimetre = 2 inches. 
1000 ¢. c. = 1 litre = 5 liquid quart. 
1c.c. of H,O weighs 1 gram = 15.432 grains Troy. 
1000 gm. = 1 kilogram = 23 Ib. ay. 


It was once declared by law that a wine gallon should contain 231 
cubic inches of distilled water, but the law did not mention the tem- 
perature. Modern science must be exact. 

(3) Figure follows from the other two. It is the property by vir- 
tue of which matter takes a definite shape. The shape may be a 
fixed one, as with solids, or it may be dependent on the shape of the 
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containing vessel, as in case of liquids and gases. A gas can have 
no definite surface : we cannot have a vessel half full of a gas. 

(4) Indestructibility has nothing to do with the other three. Mat- 
ter cannot be destroyed, but may change its form or appearance. 
Man has not found the means by which matter can be created out 
of nothing or by which it can be reduced to nothing. It is a con- 
stant quantity. Every chemical change can be represented alge- 
braically, and this puts chemistry upon a mathematical basis. 
When charcoal is burned nothing is lost. 


(Charcoal) C + O, = CO,. 
12+ 32 = 44. 


The same is true of wood or gunpowder. 


(Wood) C,H,,0; + 60, = 6CO, + 5H,0; 
(Gunpowder) 83C +S8+2KNO, = 3C00,+ K,S + 2N. 


With gunpowder there is an expansion of about 1 part into 275, 


What is the atomic theory or hypothesis ? 


In old Grecian times there were two opposing schools in regard to 
the divisibility of matter, one of which held you could never reach 
a limit, and the other contended that hard atoms of different shapes 
and in rapid motion were the ultimate division. 

John Dalton came out with the atomic hypothesis in 1807—called 
‘‘hypothesis’’ because it is a doctrine founded on theory. This 
theory, and this alone, enables us to account for most of the phe- 
nomena of matter. Dalton’s theory presupposes the existence of 
atoms, and is that of definite proportions in chemical combinations, 
and that atoms have definite weights, called atomic weights. 

We know that matter can be found in extremely small quantities. 
We can detect the s55ndo000th of a grain of salt, and this is itself 
composed of two parts. Forty-one billions of little beings weigh 
a grain. Probably 40 definite chemical compounds exist in each. 
Fifteen hundred of them, placed end to end, would only reach 
across a pin’s head. So we are familiar with many small sub- 
divisions of matter without the aid of theory. 
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What are the divisions of matter ? 
Atoms, molecules, and masses. 


What is an atom? 

An atom is an indivisible particle of an element, or it is the 
smallest unit of matter recognized as existing. We could not have 
an atom of a compound. ‘There are only about 70 different kinds 
of atoms, the combinations of which constitute the universe. 

Atoms combine and form molecules, and these again unite and 
make masses. 

Atoms are usually found in groups, not going around alone, but 
Zn, Cd, Ba, and Hg may be found as single atoms, especially if in 
a state of gas. An atom of hydrogen does not weigh more than 
soooDsDDDNNtH of a grain. Atoms are supposed to be retained side 
by side without touching each other; neither are any two molecules 
of the universe in contact. 


What is a molecule ? 

A molecule is the smallest part of any substance that can exist 
alone and exhibit the properties of that substance. It is a cluster 
of two or more atoms bound together by chemical affinity—e. g. a 
molecule of sugar contains 45 atoms, C,.H,.0,,;: it is sweet and 
exhibits the properties of sugar. Molecules formed of different 
atoms are compound; elementary molecules have atoms of the 
same kind. There have been catalogued over 1600 organic com- 
pounds, and there is practically no limit. Molecules differ chem- 
ically in three ways: 


1. Kind of atoms, HCl, AglI. 


2. Number of atoms, oxygen ; ozone; FeO, Fe,O3. 


3. Arrangement. 


H 
| He he 
CH,N,0O is urea, H lage GO z-() 
H >N 


H 
H a 
NH,CNO is ammonium cyanate, eg N—O—C=N. 


wes 
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These two substances are ‘someric—z. e. are composed of the same 
elements in the same proportion by weight, and yet form totally dif- 
ferent bodies. 

A molecule by itself could not be seen by the best microscope. 
Sir W. Thomson has calculated that if a drop of water could be 
magnified to the size of the earth, the water-molecules would then 
appear smaller than an apple. Each molecule is separated from its 
neighbor by inconceivably small spaces, and has a quivering motion, 
rebounding from its neighbors. When we heat a body we cause its 
molecules to move a little faster and to give harder knocks, and so 
to push away their neighbors a little; hence the increase in size of a 
heated body. 

Tn solids the molecules are nearer each other than in liquids, and 
in liquids nearer than in gases. In solids their motion may be com- 
pared to that of a man in a dense crowd, where it is impossible for 
him to get out, but he may turn or move a little from side to side. 

In liquids the motion may be like men moving through a crowd, 
and in gases like gnats in the air. 


What is a mass? 
A mass is a collection of molecules appreciable by the senses. 


What is porosity ? 

From the fact that molecules have unoccupied spaces around 
them, it follows that masses have pores. They are of two kinds: 

1. Visible or sensible; 2. Physical or intermolecular. 

Only an imponderable ether can enter the intermolecular pores, 
giving the phenomena of heat or light. - Sensible pores are little 
spaces between particles of the mass across which molecular forces 
cannot act. When water penetrates wood or mercury leaks through 
leather, it does it by entering these sensible pores. If the pores are 
of some size, we call them holes. All are illustrated in the sponge. 
Gold, chalk, lead, iron, are all porous. 


What is real and apparent volume? 

The real volume of a body is the space actually occupied by the 
matter of which it is composed. 

The apparent volume is the real volume plus the total volume of 
its pores. 
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CHAPTER II. 
THE ATTRACTIONS OF MATTER. 


Distinguish chemical and physical changes. 

There are chemical changes and physieal changes; the former 
take place within the molecule and alter its character. 

Physical changes take place outside the molecule, do not affect it, 
and therefore do not change the identity of the substance. 


What is force? 

Force is that which produces motion or pressure. ‘“‘It is the 
measure of the tendency of energy to transform itself.’’ A force 
is determined by knowing its place of application, its direction, and 
its magnitude. 


What is the attraction or force controlling atoms? 

It is chemical affinity, also called chemism and atomic attraction. 
It binds atoms together to form molecules, and is governed by cir- 
cumstances: heat opposes it. It is sometimes very strong, as in 
SiO,, quartz rock, or it may be very weak, as.in NI,, iodide of 
nitrogen, and in HgC,N,O,, fulminate of mercury, substances which 
readily explode. HgQO, mercuric oxide, is weak or strong according 
to temperature. 


What are the forces controlling molecules? 
(1) Cohesion; (2) Repulsion; (3) Polarity. 


What is (1) cohesion ? 

_ Cohesion builds molecules into masses, and by its degrees or ab- 
sence we have solids, liquids, or gases. It is greatest in solids, less 
in liquids, none in gases. If once this cohesion is overcome, it is 
difficult to force the molecules near enough together for it to be- 
come effective again. If, however, the two pieces, as of glass or 
iron, be heated, and then pressed together, the molecules will flow 
around each other and the surfaces adhere. This is called welding. 


Name and describe some of the specific properties of matter. 
The modifications of cohesive force give rise to certain special 
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conditions: such are hardness, flexibility, elasticity, brittleness, vis- 
cosity, malleability, ductility, tenacity, ete. 

Hardness is the resistance which bodies offer to being scratched 
or worn by others. It is a relative property. Diamond scratches 
all, and is not scratched by any. 


Mour’s ScALE OF HARDNESS. 


7 rain: 4, Fluorspar ; 8. Topaz; 

2. Rock salt ; 5. Apatite ; 9. Corundum ; 

3. Calcite ; 6. Feldspar ; 10. Diamond. | 
7. Quartz ; 


Many bodies acquire great hardness by a sudden cooling after 
having been raised to a high temperature. This operation is called 
tempering. When glass is heated and slowly cooled it is rendered 
less brittle, and is said to be annealed. 


What is elasticity ? 

Elasticity is that property by which bodies recover their former 
shape and volume after having yielded to some force. There is 
elasticity of traction, torsion, flexure, and pressure, according as the 
force pulls, twists, bends, or compresses. Liquids and gases are 
perfectly elastic. Solids are elastic up to a certain limit, which is 
called the Limit of perfect elasticity. Beyond this point bodies either 
break or fail to regain their usual form and volume. Any alteration 
in the form of a body due to an applied force is called a strazn, and 
the applied force is called the stress. 

Brittle substances are those which break under a stress before 
there is any permanent alteration in their form. 

Viscous substances are those which suffer a permanent change in 
form when subjected to a stress for a considerable time; e. g. a stick 
of sealing-wax with a weight suspended from its centre. 


What is tenacity ? 

Tenacity is the resistance which a body offers to the total sepa- 
ration of its parts. It varies with the form of the body. 

The quantity of matter being the same, a hollow cylinder has 
greater tenacity than a solid one, and the strength of this hollow 
cylinder is the greatest when the ratio of its external radius to its 
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internal radius is as 11 to 5. A cable is stronger than a chain of the 
same weight. The round, hollow stalk of grain is more resistant to 
the wind than a flat blade of grass. 


Describe ductility and malleability. 

Some substances seem to possess a certain amount of fluidity ; 7. e. 
their molecules may be displaced without overcoming their cohesion. 
When a solid possesses sufficient fluidity to allow of its being drawn 
out or pushed out into threads, it is said to be ductile. 

Malleability is that form of ductility which is exhibited by ham- 
mering. The same substance does: not usually possess these two 
properties to the same degree. 

Platinum is the most ductile metal, but is only seventh in rank of 
malleability. Wollaston obtained a platinum wire yzozsa9 inch in 
diameter. Gold is the most malleable metal; it can be hammered 
so thin that 1800 sheets would only make a layer as thick as this 
printed page. 

In order to be ductile and malleable a body must be tenacious, 
but not all tenacious bodies are ductile. 


What is (2) repulsion? 

Repulsion is the absence of cohesion, and is a property of gases. 
Their molecules are continually hitting and repelling each other. 
They resemble a coiled spring ready to relax as soon as pressure and 
confines are removed. Place an india-rubber bag partly filled with 
air under the receiver of an air-pump. As the vacuum increases 
the expanding air in the bag may burst it. Ordinarily, this internal 
pressure is exactly counterbalanced by an equal outside pressure of 
one atmosphere. Aéronauts sometimes forget this, and if they 
reach too great a height with a balloon filled with H gas, the outside 
air may be so rarefied, and the outside pressure be so removed, that 
the balloon will burst. 


What is diffusion ? 

Many pairs of liquids do not mix with each other, but every gas 
mixes with or diffuses into every other gas, and it is impossible to 
prevent them if they are placed in contact. Owing to their property 
of repulsion they will not remain separated, a lighter resting on a 
heavier, as oil upon water, but they mix like alcohol and water. 
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There are many heresies in chemistry: there are no layers of car- 
bonic-acid gas in a room, and no such thing as stratification of 
gases. If so, on the earth’s surface would first come a layer of 
CO, about nine feet thick, destroying all animal and vegetable life. 
Next would come a layer of oxygen, and next nitrogen; then am- 
monia and other gases according to their specific gravities. We 
would have to take to the hills to prevent drowning from the 
noxious gases, and if we got too high we would have no oxygen. 


What is (3) polarity? 

Polarity * is that attraction of molecules which produces crystals. 
Dissolve sugar in boiling water and let it cool, and some of the 
sugar separates as crystals, called rock candy. The heat and solu- 
tion destroy for a time cohesion and allow polarity to act. 

Nearly all chemical substances crystallize into some geometric form 
in passing from a liquid to a solid state. It is not surprising that 
this new arrangement of molecules should occasion either an increase 
or a diminution in the volume of the mass. Water expands on 
solidifying, so do cast iron and type-metal; hence these metals can 
be cast in moulds. 

Gold, silver, and copper contract on solidifying from a molten 
state, and so when used for coins they must be stamped. 


What is amorphism ? 

The opposite condition of crystallization is amorphism: the 
arrangement of the molecules is without method or structure ; 
e. g. in chalk, glue, charcoal. 


What are the forces controlling masses ? 
(1) Adhesion; (2) Gravitation. 


What is (1) adhesion ? 

Adhesion is a misused word, used differently by different authors. 
It is that force which binds together the swrfaces of masses when in 
contact. Uniting surfaces, it can hardly be considered a molecular 
force. : 
Adhesion and cohesion run into each other. Adhesion may take 
place (a) between solids of like or unlike kinds; (6) between solids 
and liquids; (c) between solids and gases. 


* Do not confound this polarity with the polarity of magnetism. 
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(a) Familiarly seen between two polished pieces of lead or glass. 
In case of glass the adhesion may be so strong that the pieces break 
before they separate. As this occurs in a vacuum, it cannot be due 
to atmospheric pressure. Glue and gelatin have wonderful adhesive 
powers, so strong that they can pull fragments of glass out of a solid 
plate. Without adhesion we could not pick up anything, driven 
nails would not hold their places, and buildings could not be erected. 

(b) Kerosene oil is very adherent to solids, also water to solids. 
When we carefully raise a board from the surface of water without 
tilting, the force we overcome is not the adhesion of water to wood, 
but the cohesion of two layers of water, one of which remains on 
the under surface of the board. 

If a liquid adheres to a solid more firmly than its molecules co-— 
here, then the solid is wet by the liquid. Glass is wet by water or 
alcohol, but not by Hg, for in the latter case the cohesion of the Hg 
molecules is greater than their adhesion to the glass. But Hg wets 
lead and goes through it: a solid stick of lead can be used as a siphon 
for He. 

A certain liquid will dissolve a certain solid only when the adhe- 
sion of the two is greater than the cohesion in the solid. 

(c) If a glass plate be immersed in a liquid, bubbles will be seen 
to appear on its sides. ‘They could not come from the pores of the 
plate, but from a layer of air which covered the plate before im- 
mersion. : 

This adherence of gases to solids is seen in electrical batteries or 
in the absorption of air and other gases by charcoal. 


What is (2) gravitation ? 

Gravitation is the attraction of masses for each other, and is ex- 
erted on all matter at all distances. It is said to act at all distances 
greater than gj55 of an inch, molecular forces acting at distances 
less than that. 

The whole force with which two bodies attract each other is the 
sum of the attractions of their atoms or molecules. 

Terrestrial gravitation is only a particular case of universal gravi- 
tation, often called gravity for short. ; 


What are the laws of gravitation ? 
Sir Isaac Newton recognized these two laws: 
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(1) The attraction between two material particles is inversely pro- 
portional to the square of their distances asunder. 

(2) The attraction between two material particles is directly pro- 
portional to the products of their masses involved. 

Briefly expressed: The attraction ts inversely as the square of the 
distance and directly as the mass. 

(1) If the distances between two bodies be cncreased from 1 to 2, 
3, or 4, the attraction would be diminished to the 4, 3, or 2g part 
of its former intensity. 

(2) Given two opposing bodies, and let the, mass of one be dou- 
bled or tripled, the attraction between them will be doubled or 
tripled. If one mass be doubled and the other tripled, the distance 
remaining the same, then the attraction is six times as great as 
before. 

The earth not only attracts the apple, but the apple also attracts 
the earth ; it is mutual. There is great attraction between the moon 
and earth, so that tides of the ocean are produced from the force 
exerted by the moon, and the moon is kept within a certain orbit 
from the force exerted upon it by the earth. 

The velocity of a person on the equator is about 1000 miles per 
hour, yet he does not fly off. Loose things on the earth’s surface 
remain there, held by gravity. 

There is no kind of matter which is opaque to gravitation (same 
is true for magnetism), neither does distance destroy it. 


What is meant by the centre of gravity ? 


The centre of gravity (c. g.) of a body is a certain point through 
which the resultant of the attracting forces between the earth and 
its several molecules always passes. It may be within or without 
the body, according to its form. For many purposes the whole 
weight of a body may be supposed to be concentrated at its ¢. g., 
and in order to support a body it is only necessary to support this 
point. : 

The vertical line drawn through the ce. g. is called the line of 
direction. Whether a body stands or falls depends upon whether 
or not its line of direction falls within its base. The Leaning Tower 
of Pisa continues to stand because this vertical line through its ¢. g. 
passes within its base. 
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'l'o find the ¢. g. of any body is a purely geometrical problem. In 
regular figures with uniform density, as a circle, ae triangle, 
etc., it may be at once determined. 

To find it experimentally, suspend the body by a string in two 
different positions, and the point where the directions re the string 


in the two experiments intersect is the ¢. g. 


What are the three states of equilibrium ? 


A body always tends to assume a position such that its ¢. g. will 
be as low as possible; from this fact we may distinguish stable, un- 
stable, and neutral equilibrium. 

A body is in stable equilibrium if its condition is such that a dis- 
turbance would raise its c. g., m which event it would tend to re- 
sume its former position. It is in wnstable equilibrium when a 
disturbance would lower its ¢. g.: it would not return to its former 
position. It is in neutral or indifferent equilibrium when it rests 
equally well in any position; e. g. a sphere. 


Fig. 2, 


Its c. g. is neither raised nor lowered by a change of base. In 
Fig. 2, A, B, and C illustrate in order these three varieties. 


What does ‘‘up” and ‘‘ down” mean? 


These terms are derived from the attraction between the earth and 
terrestrial objects. ‘‘Down”’ is the direction a body takes moving 
in consequence of gravity, and it goes in a vertical or plumb* line. 
‘‘Up’’ is the reverse direction. 


* “Plumb,” from plumbum, because a piece of lead tied to a string is 
used to find this line. 
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What is weight ? 


Gravitation is the best measure for mass that we have. Mass 
means quantity of matter. Volume is not an efficient measure, as 
it varies with heat and density. The weight of a body means the ~ 
numerical value of the mutual attraction between it and the earth. 

There are arbitrary units. In weighing things the first law of 
gravitation in regard to distance is disregarded, and only the ques- 
‘tion of mass comes in. 

A balance is simply a machine by which gravity is made use of to 
compare masses. 

The unit of weight must be compared with a mass at the same 
place or altitude, and is for sea-level. 
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CHAPTER III. 


MATTER, FORCE, AND MOTION. 


What are kinematics and dynamics? 
Kinematics is the science of motion in the abstract. It deals with 
motion of translation, rotation, oscillation, and of elastic bodies. 
Dynamics treats of force in the production of motion or pressure. 
Its subdivisions are kinetics, treating of force in producing motion, 
and statics, treating of force in preventing motion. 


Describe motion and velocity. 
Motion and rest are relative terms: there is no absolute rest in 
3 


34 ESSENTIALS OF PHYSICS. 


the universe. Not only is there always motion of the mass as a 
whole, but motion of the molecules within it. 

All motion takes time: hence the term velocity, which refers to 
the space traversed in a unit of time. Motion may be uniform or 
varied—aniform when an object traverses successively equal spaces 
in all equal intervals of time; varied when unequal spaces are tray- 
ersed in equal intervals. Varied motion may also be accelerated or 
retarded. 


State and apply Newton’s First Law of Motion. 

The relations between matter and force are expressed in Newton’s 
Three Laws of Motion: 

Ist Law.—A body at vest remains at rest, and a body in motion 
moves with uniform velocity in a straight line, unless acted upon by 
some external force. This last fact is all that prevents perpetual 
motion. 

A body cannot be isolated from such external forces as gravity, 
friction, and resistance of air. 


What is inertia ? 

This first law covers a negative property of matter called inertia. 
Inertia is the inability of matter, of itself, to change its state of 
motion or of rest. We see practical illustrations of this daily. The 
athlete runs to the broad jump, so that the inertia of his body may 
aid his muscular efforts. The severest accidents on railway cars are — 
chiefly due to inertia. The slow pressure of a finger will set a heavy 
door in motion; the sudden pressure of a pistol-ball will penetrate 
it without moving it. 


What is the Second Law of Motion? 

A given force has the same effect in producing motion, whether the 
body on which it acts is in motion or at rest—whether it is acted on 
by that force alone or by others at the same time. 


What is the composition of forces ? 
The problem of finding the resultant when the components are 
given is called the composition of forces. 


Describe the method. 
A force whose effect is equivalent to the combined effects of sev- 
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eral other forces is called their resultant, and the other forces are 
termed components. The resultant is found by means of the paral- 
lelogram of forces. The resultant of two 

forces acting at an angle to each other is al- Fie. 3. 

ways a diagonal of a parallelogram of which 
the components form two adjacent sides. In 
Fig. 3 let P and Q be two forces acting on 
the point A, and take A B and A C as repre- 
senting their direction and magnitude. Com- 
plete A BDC, and draw the diagonal A D. 
This last line or single force R, acting along . 
AD, is equal to the two forces P and Q act- 

ing along A B and AC. 


What is resolution of forces ? 

Here we have given the resultant and one of the components, to 
find the other one. Construct a parallelogram as before, and the 
side starting from the junction of the two given lines will be the. 
required component. 


What is a couple ? 

Two equal parallel forces acting toward contrary parts constitute a 
couple: they produce rotation, and cannot be balanced by any single 
force whatever. 


How is curvilinear motion produced ? 

When a body is once in motion, unless it is acted upon by some 
other force, it will move uniformly forward in a straight line with 
unchanged velocity. If, therefore, it moves in any other path, as a 
circle, it must be due to some force which continually deviates it. 

In swinging a stone in a sling, if the string be cut or loosed, the 
stone will move off in a straight line, which is a tangent to the curve 
it was describing. The tension on the string which pulls the stone 
toward the centre of the circle and makes it describe a circular path 
is called the centripetal or centre-seeking force. The reaction of the 
stone on the string which is equal and opposite to the above force is 
the centrifugal or centre-fleeing force. This latter is made use of in 
laboratories to separate liquors from crystals, in sugar-factories to 
purify sugar of syrup, and in laundries to dry clothes. The centrif- 
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ugal force at the equator is greater than at the poles, and it tends — 
to neutralize somewhat the force of gravity. From this cause it is 
calculated that a body weighs about s2,y less at the equator than at 
the poles. 

Due to the flattening of the earth at the poles, the polar diameter 
being 26 miles shorter than the equatorial diameter, a body on the 
equator is farther away from the centre of the earth, and again 
weighs less by about 545. gto +549 = riz less attraction at the 
equator than at the poles. 


Describe accelerated motion. 


The most familiar example is that of falling bodies. A single con- 
stant force like gravity, encountering no resistances, always has a 
uniformly accelerated motion: it causes.the same increase during 
each subsequent unit. This value, called g, is found to be 9.8™, or 

32.1912 ft. for London. 

A body in falling from rest starts with 0 velooi and ends the 
first second with 9.8" velocity; consequently it would fall during 
that second only one half of 9.8™, or 4.9", or 167, ft. 

The velocity at the end of any second is 9.8": more than it was 
at the end of the last second; at the end of the second second it 
would be 2X 9.8" = 19.6", and so on. V=gT. The formula 
for space traversed is S=49T’. If a body falls for four seconds, 
its rate of speed at the end of the time will be 9.8™ X 4 = 39.2™ 
per second. The distance fallen will be 


1 9.9™ & 42 = 4.9™ X16 = 78.4™ 


To roughly determine the depth of a well or the height of a cliff 
drop a pebble from the top and note the time until it strikes the 
bottom. Square the number of seconds noted and multiply by 49, 
which is 16 feet. 


Does mass affect velocity in a falling body? 

The velocity of a falling body is independent of its mass. It would 
seem that a heavy body should fall faster than a light one, but it 
does not. Galileo was the first to prove this. 

Gravity attracts all matter alike, but the above is strictly true only 
in a vacuum. 
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There all bodies fall with equal velocities, and a stone of any 
weight will fall no faster than a feather. 


What does a vibrating pendulum indicate? 

The force that keeps the pendulum vibrating is gravity. Were it 
not for friction and resistance of air, it would never cease vibrating 
if once set in motion. 

It is found that the time of vibration is inversely as the square 
root of the force of gravity; it is independent of the mass. 


What is a seconds pendulum ? 

It is a simple pendulum, 39.13983 in. long, whose time of oscilla- 
tion * at Greenwich is 1 sec. It must havea slightly different length 
at other places. 2 


What is the Third Law of Motion? 


To every action there is an equal and opposite reaction. 


What is momentum? alle 

Momentum means quantity of motion, and its numerical value is 
the product of the mass by the velocity. A large mass moving 
slowly has great momentum; so may a small mass have if it moves 
swiftly. 

When the apple falls, the earth does not appear to rise toward the 
apple, but the momenta of the two are equal; only the motion of 
the earth is imperceptible, as its mass is so great, while the motion 
of the apple is considerable, as its mass is so little. 

The explosion of powder in a gun produces opposite and equal 
reactions. The recoil of the gun, fortunately, has not the velocity 
that the bullet has, because its mass is so much greater, but its mo- 
mentum equals that of the bullet. 


What is a machine? 

A machine is an apparatus by means of which power can be ad- 
vantageously applied to resistance. The work applied to a machine 
is equal to the work done by the machine. No machine, therefore, 
creates or increases energy. Like a bank, it pays out no more than 
it receives—practically not as much, for the work done is divided 


* One oscillation here means a single swing, and not a return. In 
speaking of sound, one vibration means a motion to and fro, 


x 
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into two parts, a useful part or effective work, and a wasted part or 
internal work. This latter is transformed by friction into heat. 


What is a lever? 
A lever is any bar, straight or curved, resting on a fixed support 
called the fulcrum. The forces acting 
are the weight, W, or resistance, and 
the power, P. 

The distances from the fulerum to 
the points of application of P and W 
are called the arms. The relation of 
the power to the weight is the inverse 
ratio of their arms (Fig. 4). P:Q:: 
cb: cu PX ta UK ee 


What kinds of levers are there? 
Levers are divided into three classes, 
according to the position of the fulerum. 
In the first kind F (fulcrum) is be- 
tween P and W, as in a poker or steelyard or in motions of the 
head. 
In the second kind W is between F and P, as in a wheelbarrow, 
or the tendo Achillis in raising the weight of the body on the toes. 
In the third kind P is between F and W, as in case of biceps 
attached to radius moving the forearm. 


Ist kind, P. F. W. ; 
me AO a 
Ba WP 


What is work? 
When a force produces acceleration, or when it maintains motion 
unchanged in opposition to resistance, it is said to do work, 


What are the units of work? 

The unit of work in this country is the foot-pound, which means 
the quantity of work done in lifting 1 pound through a height of 1 
foot. 

This unit is not exactly invariable, since the weight of a pound, 
and therefore the work done in lifting it, differs at different places, 
being a little greater near the poles than near the equator. In the 


wa 
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metric system the /ilogrammeftre is the unit. Ti is the work done 
when the weight of 1 kilogram is raised through: the height of 1 
metre. It equals 7.24 foot- pony, and 1 foot-pound sien 1381 
kilogrammetre. 

It will be noticed that these units had no felation’ to time, the 
work done being the same whether it is done slowly or quickly. But 
in estimating the usefulness of any motor time must be considered. 
The amount of work per second or minute is the power of a motor. 


What is meant by horse-power ? ; 

In measuring the power of engines and the like the unit isa 
horse-power, which represents a rate of work of 33,000 foot-pounds 
per minute, or 4570 kem. per minute. 


What is the C. G. S. system and its units? 

For measurements of force and work many use the C. G. 8. sys- 
tem—i. e. centimetre, gram, and second—while others use the foot, 
pound, and second. 3 

In the former the unit of force is called the dyne; that is a force 
which acting for a second will give to a gram of matter a velocity of 
1 cm. per second. This unit is constant wherever we go on the 
earth or above it. The gravity unit of force is any unit of mass, a 
gram, pound, or ton, and is variable. 

The unit of work is the erg (épyov), the work ino by 1 dyne 
acting through the distance of 1 em. 


What is energy ? 

Energy is a condition of matter by which matter may do work ; 
the quantity of energy that a body possesses is measured by the 
work it can do. 


What is the difference between momentum and energy? 

We have two measures of the effect of a foree—momentum and 
energy. When mass remains constant, momentum is proportional 
to velocity, and energy is proportional to the square of the velocity. 

In case of the bullet and gun the momenta of the two are equal, 
but the energy of the bullet is 133 times that of the gun. 

Also, momentum may be found by multiplying the force by the 
time it acts, and energy by multiplying the force by the space 
through which it acts. 
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What are the two kinds of energy? 

There is potential, or energy of position, and kinetic, or energy of 
motion. The former is possessed by a mass in consequence of work 
done upon it; a weight in falling may do work by turning a wheel; 
its potential energy becomes actual or kinetic. 

The varieties of potential energy are strain, gravitative separation, 
chemical, electrical, and magnetic separation; of kinetic energy, 
motion, vibration, including sound, radiation, tose light, heat, 
and eee: in current. 

Thus all the phenomena with which physics deals are connected with 
energy, and physics considers matter simply as a vehicle of energy. 


CHAPTER IV. 
LIQUIDS.—HYDROSTATICS. 


What is the province of hydrostatics? 

Hydrostatics treats of the condition of equilibrium of liquids, and 
of the pressure they exert. 

It has already been seen that liquids are bodies whose molecules 
are displaced by the slightest force. They are fluid, but to a less 
degree than gases. They practically know nothing of compress- 
ibility and are correspondingly inexpansible, while gases are emi- 
nently compressible and expand spontaneously. 

For a long time it was thought that liquids could not be com- 
pressed. It is found, however, that water under a pressure of one 
atmosphere contracts 50 parts in a million. Air under the same 
circumstances contracts one half. 

It would require 200,000 atmospheres to double the density of 
water; hence water at the bottom of the sea is not much more dense 
than upon the surface of the earth. To whatever compression a 
liquid may be subjected, it can be proven that there is an equal ex- 
pansion; hence it is true that liquids are perfectly elastic. 


What is Pascal’s law? 


Pascal established a law for equality of pressures not due to action 


of gravity : 
Pressure exerted cnywhere upon a mass of liquid is transmitted 
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undiminished in all directions, and acts with the same force on all 
equal surfaces and in a direction at right angles to those surfaces. 

Imagine a vessel with several equal-sized 
apertures, each fitted with a movable piston 
‘(Fig. 5). Upon A place a weight, say of 5 
lb. ; then a 5-lb. pressure will be transmitted 
to the face of each piston. Again, suppose 
this vessel have only two apertures, and let 
the area of A be 30 sq. in., and that of B 1 
sq. in. Then if we place 2 lb. on B, it will 
require 60 lb. on A to maintain the equi- 
librium ; a pressure of 2 lb. is transmitted to 
each of the 30 sq. in. of A. 


Describe the hydraulic press. 


The application of this principle is seen in the hydraulic or hydro- 
static press. ‘The discovery of the principle is due to Pascal, but the 


Fic. 6. 


construction of the machine is ascribed to Bramah in 1796 (Fig. 6). 
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A is a suction- and force-pump connected by a lead pipe to the cylin- 
der B. The pressure which can be exerted depends upon the rela- 
tion between the surfaces of the pistons P and p. If P has a 
superficial area 100 times that of p, then the upward pressure on 
the large piston will be 100 times that upon the small one. A man. 
might exert 60 lb. pressure on the end of the lever M, which from 
its length and position of fulcrum might be effective as 300 lb. on 
the small piston; then the force exerted on the bales to be pressed 
would be 30,000 Ib. 

Such a press is used in compressing paper, hay, or cotton, in ex- 
tracting juices, bending iron plates, testing cables, ete. The prin- 
ciple finds many uses in opening dock-gates and in hotel or ware- 
house elevators. . 


Illustrate how liquids exert pressure by gravity. 
Pressure exerted by a liquid in virtue of its own weight—. e. by 
force of gravity alone—is independent of the shape of the vessel and 


of the quantity of liquid, but depends on the depth and density of the 
liquid. Take three vessels, M, P, Q (Fig. 7), of same depth and 


Fig. 7. 


same area at base, but of different capacities. Let a dise (a) 
attached by a string to a scale-beam serve as the base to M. Pour 
water into M, and note the depth of the water and the weights in 
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the scale-pan when the disc is forced off. Replace M by Q, and it 
will be found necessary to fill this vessel to the same height as the 
other one, with same weights in pan, before the disc drops. Same 
result will be found for P. 

The fact that the pressure on the bottom of a vessel does not de- 
pend on the shape of the vessel, or even on the amount of liquid, 
is called the hydrostatic paradox. With a funnel-shaped vessel 
the pressure on the bottom is less than the weight of the contained 
liquid; with an inverted funnel-shaped vessel the pressure on the 
bottom is greater than the weight of the contained liquid. 


How may a small amount of liquid produce great pressure? 

Take a cask filled with water and fit a long tube into one end. If 
water be poured into the tube, there will be a pressure on the bottom 
of the cask equal to the weight of a column of water whose base is 
the bottom itself and whose height is that of the water in the tube; 
7. e, the pressure on the bottom is just as great as it would be if the 
sides of the cask had been continued up to equal the length of the 
tube and this whole cylinder filled. 

Pascal succeeded in bursting a very solid cask by a narrow thread 
of water 40 feet high. . 


What is the hydrostatic bellows ? 

This apparatus consists of an air-tight vessel with leather sides, 
whose interior communicates with a small vertical tube. A person 
standing on the bellows can raise himself’ by filling the tube with 
water or even by blowing into the tube. 


How is the equilibrium of liquids illustrated ? 

The surface of a liquid at rest is level, or, commonly expressed, 
we say, ‘‘ Water seeks its lowest level.’’ The principle is illustrated 
in the ‘‘ water level’’ used by surveyors, in the spirit level used by 
carpenters, in the. method of supplying water to cities, and in 
Artesian wells. 

What is an Artesian well? 

It takes its name from Artois in France, where these wells were 
first used, though perhaps they had been dug in Egypt and China 
in remote times. 


44 ESSENTIALS OF PHYSICS. 


The possibility of these wells depends upon the kind and direction 
of the strata of the earth: one permeable to water, as sand or 
gravel, should lie between two impermeable ones, as of clay. The 
rain falling on that part of the permeable layer which comes to the 
surface, called outcrop, filters through it along the tilting of the 
strata, and collects in the hollow of a basin confined by clay layers 
above and below. 

If a vertical hole be sunk down to this water-bearing stratum, the 
water, striving to regain the level of its source of supply, will either 
spout out of the well or rise in it a certain distance. London, Paris, 
and Vienna can get good Artesian water, as these cities are in basins. 
The strata under New York are nearly vertical; so wells here are 
not successful. One was bored to a depth of 3000 feet in St. Louis, 
without result. 


What pressure is supported by a body immersed in a liquid? 


If we slowly lower a piece of metal attached to a string into a 
vessel of water, we notice its weight gradually becomes less until it 
is completely submerged; on withdrawing it it seems to regain its 
former weight. In the water it seems as though something were 
pressing up against it. This lifting power is called the buoyant 
force of fluids. 

When a solid is immersed in a liquid, every portion of its surface 
is submitted to a perpendicular pressure which increases with the 
depth. Let us imagine the cube A B immersed 
in water (Fig. 8). The pressures on the four 
vertical sides are evidently in equilibrium, so we 
will only consider the horizontal sides. The face 
A is pressed down by a column of water whose 
base is A and height is A D. The face B is 
pressed upward by a column of water whose base 
is B and height is B D (‘‘ pressure being trans- 
mitted undiminished in all directions.’’— Pascal’ s 
Law). 

The whole solid, therefore, is pressed upward 
by a force equal to the difference between these 
two pressures, which is manifestly BD — AD= AB; 7. e. it is the 
weight of a column of water having the same volume as the cube. 


Fic. 8. 
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What is the principle of Archimedes? 

The preceding discussion proves that every body immersed in a 
liquid is submitted to the action of two forces—viz. gravity, which 
tends to lower it, and buoyancy, which tends to raise it. The weight 
of the body is either partially or totally overcome by its buoyancy. 
Archimedes, a philosopher of Syracuse, discovered this principle in 
connection with Hiero’s crown. It is generally expressed thus: A 
body immersed in a liquid loses a part of its weight equal to the 
weight of the liquid displaced. 

This may be shown by the hydrostatic balance (Fig. 9). The 
beam being raised by the toothed rack, a hollow brass cylinder A is 
suspended from one of the pans, and below this a solid cylinder, B, 
whose volume is exactly equal to the capacity of A. First weigh 
them out of water, placing weights in the other pan. If now the 


Fig. 9. 


SS === = eT ne im 1S 


cylinder A be filled with water, the equilibrium is disturbed, but if 
at the same time the beam is lowered, so that B becomes immersed 
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in a vessel of water, the equilibrium is restored. B loses a portion 
of its weight equal to that of the water in A. But the capacity of 
A is exactly equal to the volume of B, proving the principle laid 
down. 


How far will a floating body sink? 

A floating body displaces its own weight of liquid, or it sinks until 
_a buoyant force is reached equal to its own weight. If the liquid 
chance to be heavy and dense, of course the body does not have to 
sink so far in order to displace its weight as it would in a lighter 
liquid. Note the difference in the ease of swimming in salt and 
fresh water. The water of the Dead Sea is so salt (heavy) that a 
person cannot sink beneath its surface. 


Define specific gravity. 
Specific gravity (sp. gr.) ts the comparative weight of equal vol- 
umes. 


What is density? 


Density means about the same thing: it is the weight of the unit 
of volume, so many grams to the cubic centimetre; sp. gr. states a 
numerical ratio. We say a big piece of cork is heavier than a bul- 
let, yet we speak of cork as light and lead as heavy, knowing that 
cork is not so dense as lead; 7. e. a given volume of cork contains 
less matter than an equal volume of lead. We can only express the 
density of a substance by stating two quantities—viz. weight or 


mass and volume. Density is weight divided by volume, D=— 

If a piece of wood weighs 300 gm. and measures 400 ae., 
2) 308" : 

i (V) 400 =.75 gm. per ¢.c. for the density of wood. Any 

two values of the above equation being given, we can always find 

the other one, v=4 Wey 


How do you find the specific gravity of any solid? 


Sp. gr., being the comparative weight of equal volumes, is that 
number which shows the relation between the weight of a certain 
volume of a substance and the weight of an equal volume of the 
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standard. Take two equal volumes, one of the substance and one 
of the standard; divide the weight of the former by the weight of 
the latter, and the quotient is the sp. gr. The weight of the stand- 
ard is always the divisor: 


__ W, weight of 1 vol. of given substance 
~  -W’, weight of 1 vol. of standard 


Sp. gr. 


There is never any special difficulty in determining the numerator 
of this fraction. The trouble is with the denominator, as it is not 
always easy to measure and to get the exact volume of the given 
substance; and until we know that volume, of course we cannot get 
the ‘‘equal volume of the standard,’’ which can then be weighed. 
A lump of metal full of holes and irregularities cannot be measured 
in any usual way. We could do this: Filla vessel exactly full of 
water. Suspend a solid from a balance-beam and get its true 
weight. Remove from the balance, and carefully lower the solid 
into the water and catch the overflow. Weigh this displaced water, 
which of course is the exact counterpart in volume of the introduced 
solid. As water is one of the standards, this weight is the denom- 
inator of the above fraction, and the actual weight of the substance 
is the numerator. : 

This procedure, however, is not necessary, and the principle of 
Archimedes comes to our aid. There we saw that a body weighed 
‘in water loses a part of its weight, and this loss of weight is the 
weight of a volume of water equal to its own volume; and that is 
what we have been after for the denominator of the fraction, which 
fraction may now be stated thus: 


Weight of given substance in air 
Loss of weight of given substance in water 


Sp. gr. of a solid = 


Of course a fraction means that the numerator is to be ‘‘ divided 
by’’ the denominator. 


What are the three standards for determining specific 
gravity ? 
solids 

For and ast rater 
liquids 


at 60° F. in England and America, 


at 4° C. in Germany and France. 


~~: 
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For and }and 


gases air (at 0° C. and 760 mm. pressure in France), 
vapors ) hydrogen. 


Water, air, and hydrogen are the three standards. 

Water weighs 62.5 lb. per cu. ft., or 84 1b. per gal., at standard 
temperature. 

Air was originally the standard for gases and vapors, and is a con- ~ 
venient one, because we live in it. It is 14.42 times heavier than H. 
The sp. gr. of illuminating gas and some others are more conve- 
niently expressed by the air unit. 

Hydrogen, however, has many advantages. With it as a standard 
all the figures are whole numbers which bear a simple ratio, and also 
the sp. gr. can be found when formulz and atomic weights are 
known. For instance, the sp. gr. of carbon dioxide is 22; 7. e. is 
22 times heavier than H, thus: CO, is the formula. 


C = 12 at. wt 
()=16 
O= 16 

2)44 


22=sp. gr. of CO,. 
Why do we divide by 2 in this problem? 


What is Avogadro’s law? 


Equal volumes of all gases contain the same number of molecules. 
From which it follows that the molecules of all gaseous bodies are 
of the same size (not same weight). 

Assuming that 1 vol. of H contains 1000 molecules, then, accord- 
ing to this law, an equal vol. of chlorine must also contain 1000 
molecules. If these 2 vols. be mixed, they combine and form 2 


vols. of another substance, hydrochloric acid gas, which will contain 
1000 1000 2000 


~ 2000 molecules. H -+ Cl= HCI. 

Upon analysis each molecule of HCl will be found to contain 1 
atom of H and 1 atom of Cl—« e. 2000 of each—but the 2000 H 
atoms came from the original 1000 H molecules, and the same for 
the Cl atoms. Each molecule of hydrogen must therefore have 
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furnished 2H atoms, proving that the H molecule is made up of 
2 atoms. ; 

The atomic weight of H is taken as 1, hence its molecular weight 
is 2; and therefore we divide the weight of a molecule of CO,, which 
is 44, by the weight of a molecule of H, which is 2, in order to reduce 
it to the standard of unity, comparing it with the H atom and not 

with the H molecule. 

_ This applies to nearly all elements in a state of gas, and the sp. gr. 
of gases is one half the molecular weight. That is, gas molecules 
of an element are each formed of 2 atoms only. 

There are five exceptions. Hg and Cd probably have 1 atom to 
the molecule in state of gas (perhaps also Zn and Ba); ozone has 3; 
P and As have 4. 


SpECIFIC-GRAVITY TABLES. 


Solids, Liquids, 

Water is standard. _ Water is standard. 
Li, 0.593 Ether, 0.720 
Na, 0.972 Alcohol, 0.794 
HO, 1.000 H,0, 1.000 
Meg, 1.75 Urine, 1.020 
A. 2.56 Oil of vitriol, 1.840 
oe 7,79 Bromine, 2.976 
Ag, 10.50 Mercury, 13.59 
Pb, 11.45 
Au, 19.50 


Pt, 21.50 


GASES ILLUSTRATING THE Two STANDARDS. 


Arai: Hes). 
H, 0.06929 Air, 14.42 
N, 0.0972 N.. 14, 
11056 O, 15.96 
CO. 1524 OO. 22, 
S47 Cl, 34.98 
ir, 5:54 Br, 80. 
7, 8.716 ao a, 
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What are the three ways of finding the sp. gr. of solids? 


1. Hydrostatic balance ; 
2. Nicholson’s hydrometer ; 
3. Specific-gravity bottle or pyknometer. 


1. Hydrostatic Balance.—The substance is first weighed in air; 
strictly it should be in vacuo. It is next suspended from the hook 
of the balance and weighed in distilled water at the standard tem- 
perature (Fig. 10). Divide the weight in air by the loss of weight 
in water, and the quotient is the sp. gr. required. 

Example. 

Zine in air weighs 13.52 Jb. 
Cone es 11.60 Ib. 13.52 


=7.04sp. ar. of Zn. 
Loss of weightin HO, 1.92 Ib, 1.92 0-8? 6 OF am 


To find the sp. gr. of a solid that floats in water; ¢. g. wood. 


May use Nicholson’s hydrometer, or attach a heavy substance 
like lead to the wood and sink it. Find the amount displaced by 
them both, then that displaced by the lead alone; subtract, and the 
remainder is the amount displaced by the wood. Suppose 


The two solids lose in weight in water, 28.5 


The lead loses Q pS :, 
The wood would lose ‘‘ a 25. 
Suppose wood weighs in air, 20 
: 20 
p. gr. = a5 


Describe Nicholson’s hydrometer and its use. 


It consists of a hollow cylinder, B, to which is fixed a loaded cone, 
C (Fig. 11). At the top is a pan and a stem, on which the standard 
point ois marked. The first step is to ascertain the weight which must 
be placed in the pan to make the hydrometer sink to point 0. Let 
such weight be 125 gr. Suppose the sp. gr. of sulphur be required. 
The weights are now removed from the pan and replaced by a piece 
of sulphur which weighs less than 125 gr. Add weights enough, 
say 55 gr., to depress the hydrometer to o. The weight of the sul- 
phur is evidently 125 —55 = 70 gr. 


Now ascertain the weight of an equal volume of water. To do — 
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this place the sulphur on the lower pan C. The whole weight is 
not changed, yet the apparatus no longer sinks to the mark. The 


Fic. 10, Fie. 11, 


sulphur has lost part of its weight, equal to that of the water dis- 
placed. By added weights sink the stem to the standard again. 
This weight—34.4 gr., for example—is the weight of a volume of 
water equal to the volume of sulphur. Divide 70 gr., the weight 
in air, by 34.4 gr., and the quotient, 2.03, is the sp. gr. 

If the body is lighter than water, and will not remain on the lower 
pan C, adjust a cage of wire over it to prevent its ascent, and con- 
duct the experiment as before. The water used must have the 
standard requirements. 


Describe the specific-gravity bottle and its use. 


This bottle is used for solids in a state of powder. Into the neck 
is fitted a thermometer A, and in the side isa capillary stem widened 
at the top and provided with a stopper (Fig. 12). On the stem is a 
mark m, and at each weighing the bottle is filled with distilled water 
at standard temperature exactly to this point. 

Proceed thus: Weigh the powder in air. Then place it dry in a 
scale-pan, and with it, in the same pan, the sp.-gr. bottle exactly filled 
to the mark with water. Determine the weight of the two. Now 
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empty the bottle, pour the powder into it, and 
fill as before to the standard point. Again de- 
termine their weight. 

It is less than before, since the powder has 
displaced its own volume of water. 

The difference between these last two weigh- 
ings gives the weight of the water displaced, 
which, divided into the original weight of the 
powder, gives its sp. gr. The thermometer 
gives the temperature of the water and renders 
a correction easy. 


How will you determine the sp. gr. of bodies 
soluble in water ? 
If the solid or powder is soluble in water, 


soluble, as oil, naphtha, or kerosene, the sp. gr. 
of which is known. For rock salt we could use 
naphtha; for sugar, kerosene. The corrected sp. 
gr. is obtained by multiplying the answer found 
” in the experiment by the known sp. gr. of the 
liquid used. 


flow do you obtain the specific gravity of liquids ? 
There are four ways: 


(1) Hydrostatic balance ; 
(2) Specific-gravity bottle ; 

_(3) Specific-gravity bulbs ; 
(4) Hydrometers. 


(1) Hydrostatic Balance.—Have two vessels, one containing the 
fuid to be tested, and the other containing the standard water. 
Take some solid which will not be chemically acted upon by the 
liquid—e. g. platinum—and weigh it successively in air, in the 
liquid, and in the water. The loss of weights in the lquids is 
noted. They represent, of course, the weights of equal volumes 
of the given liquid and of water. Divide the former by the latter. 

Find the sp. gr. of alcohol : | 


then we must use some liquid in which it is not 
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A piece of platinum weighs in air, 56.80 
e “ é alcohol, 40.96 


Loss in alcohol, 15.84 

A piece of platinum weighs in air, 56.80 

bs > ‘* water, 36.80 
Loss in water, 20. 


A certain volume of alcohol weighs 15.84. The same volume of 
15.84 

20 

(2) Speerfic-Gravity Bottle.—Weigh it first empty, then full of 
the liquid whose sp. gr. is to be determined, then full of water. 
Subtract the weight of the empty bottle respectively from that of 
the bottle plus the liquid, from that of the bottle plus the water, 
and thus get weights of equal volumes. Obtain the sp. gr. by 
division. 


water weighs 20. =.792 sp. gr. of alcohol. 


Example. 
Bottle full of urine weighs 151 gr. 
Bottle empty weighs 100 gr. 


1 vol. of urine weighs 51 gr. 


Bottle full of water weighs 150 gr. Sp. gr.urine = = 100) 


Bottle empty weighs 100 gr. 


1 vol. of water weighs 50 gr. 


(3) Speeific-Gravity Bulbs.—These are small hollow glass bulbs 
which are prepared in series, loaded, and adjusted so that they ex- 
actly float in a liquid of a definite sp. gr. Try each one with the 
given liquid till the right one is found, which is so marked as to 
indicate the sp. gr. without calculation. 

(4) Hydrometers.—There are two kinds: 


(a) Hydrometers of constant immersion, but variable weight. 
(b) “ of variable a but constant ‘ 


Hydrometers can only be used in liquids in which they float. They 
sink till they displace their own weight, and depend upon the prin- 
ciple of Archimedes. 

Of the first variety there are two examples—Nicholson’s and Fah- 
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renheit’s (Figs. 11 and 13). They are of constant volume, because 
always immersed to the same extent, but carry variable weight. 


Describe Fahrenheit’s hydrometer. 

It is similar to Nicholson’s, but is made of glass, and at its lower 
extremity is a bulb containing Hg. There is a 
standard mark on the stem (Fig. 13). 

The instrument is first weighed in air, and then 
placed in the given liquid. Weights are added to 
the scale-pan, say 8 gm., until the mark on the 
stem is level with the surface of the liquid. In the 
same manner it is placed in water and weighted 
down, say by 6 gm., to the standard point. An 
equal volume is submerged each time. A floating 
body displaces its own weight of liquid, from which 
it follows that the weight of the hydrometer plus 
the weights in the scale-pan in the two cases is the 
weight of equal volumes of displaced liquid and 
of displaced water. Divide the former by the latter. 


Fia. 18. 


Describe hydrometers of variable seep sta but constant 
weight. 

This variety includes wrinometers and Beaumé’s hydrometer and 
its modifications. They sink to variable depths according to the 
sp. gr. of the liquid, but their weight is constant. A simple hy- 
drometer can be made from a rod of wood. Let one end be loaded, 
and assume its weight to be 50 gm. and its volume or cubical con- 
tents to be 100 ¢.c. How far will it sink in water? Until it has 
displaced 50 gm. of water, its own weight. What is the size of 50 
gm. of water? 50 ¢.c¢., as each cubic centimetre "oe 1 gram, or 


e.c. rod in displacing 50 c¢.e. of water would sink just half way. It 

would sink deeper in alcohol before it could displace its own weight, 

alcohol being lighter than water. Say 62.5 ¢.c. would be submerged 

—i. e. 62.5 ¢.c. of alcohol weigh as much as 50 ¢.c. of water, or 1 ¢.e. 
( 

as much as 3¢.c. of water. Sp. gr. of aleohol= Pe 800, the 

sp. gr. being inversely as the volume when weight is constant. 
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Instead of a rod of wood, the usual hydrometer or urinometer 
consists of a graduated glass tube terminating at the bottom ina bulb 
loaded with shot or Hg (Fig. 14). The graduations indicate the sp. gr. 
These spaces are larger near the top, and are arranged according 
to the differences of the reciprocals of an arithmetical — yyg. 44. 
series. The sp. gr. values corresponding to these wide 
spaces are small, and increase from above downward, 
the instrument sinking deeply in light liquids. and vice 


vers. 

Reciprocals. Differences in Reciprocals. Sp. gr. 
2.000 1.82 .o0 
1.818 1.51 00 
1.667 1.29 .60 

526 O15 1.90 
Oin O13 1,95 
.900 O13 2.00 


Describe Beaumé’s hydrometer and modifications. 

Beaumé’s hydrometer, aleoholometers, vinometers, salimeters, and 
lactometers express percentages, and not sp. gr. The graduation 
of Beaumé’s depends upon the liquid used, and whether it is heavier 
_ or lighter than water; it is entirely conventional, neither giving the 
densities of the liquids nor the quantities dissolved. It is use- 
ful in making mixtures of given proportions; for instance, if 66° 
B. is the standard for oil of vitriol, a manufacturer can readily 
judge when his product has reached a proper degree of concen- 
tration. 

One way of graduation is to construct the hydrometer so that it 
sinks nearly to its top in water, and call this point 0°, as at A, Fig. 
14. Next place it in a 15 per cent. salt solution, and call the point 
at the surface of the liquid 15°, as at B. Divide the space A B 
into 15 equal parts, and so continue the scale to the bottom of the 
stem. Beaumé thought he could get percentages of any solution, 
but he cannot. 

Tweddell’s hydrometer, used in England, is so graduated that the 
number of degrees multiplied by 5 and added to 1000 gives the sp. 
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gr. with reference to water at 1000. Thus, 10° would equal sp. gr. 
1050. 

Alcoholometers are graduated for a certain temperature, and are 
only correct for that one, usually 15° C. 

Lactometers also give percentages, but they can readily be changed 
to sp. gr. by aid of a table. 0° is marked at the upper end of the 
stem, and 120° at the lower end. 


0? =< sin: er: 1.0003 


10°= “ 41,0029; 
100°= “ 1,029; 
120°= ‘ 1.0348. 


The sp. gr. of milk should be 1029 or higher. No healthy cow 
gives milk below 1029 nor above 1040. Rich milk is not that rich 
in fats, but poor in water. This instrument is the milkman’s foe. 


Problems.—1. A gallon of water weighs 83 lb. av. ; what is the 
weight of a gal. of Hg, its sp. gr. being 13.6? 

Solution.—13.6 means that 1 vol. of Hg is 13.6 times heavier 
than the same vol. of water. If 1 gal. of water weighs 84 Ib., 1 
gal. of Hg will weigh 83 X 13.6 =113.33 Ib. Ans. 

2. What is the weight of 1 gal. of alcohol, sp. gr. .800, when 1 
gal. of water weighs 8.33 lb? 

Solution. —8.33 X .800 = 6.66 Ib. Ans. 

3. When | gal. of water weighs 58318 gr., what is the weight 

(a) of 1 gal. of urine, sp. gr. 1.030? 
(b) of 1 pint of ether, sp. gr. .720? 

Solution.—(a) 58318 X 1.030 = 60067.54 gr. Ans. 

(6) The pint of ether must be compared with 1 pint of water, 
which would weigh 58318 + 8 = 7289.75 gr. 
7289.75 X .720'= 5248.62 or. Ans, 


How do you find the specific gravity of gases? 


1. Principle of specific-gravity bottle ; 
2. Divide weight of molecule by 2—law of Avogadro ; 
3. By rates of diffusion. 


1. A glass globe is used of about 2 gallons capacity, and neck 
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provided with a stopcock. This method uses the air unit. Both 
the gas to be tested and the air are taken at 0° C. and at the pres- 
sure of sea-level, 760 mm. 

The globe is first weighed empty—. e. after a vacuum has been 
produced by an air-pump. Then it is weighed when full of the gas, 
and also when full of air. Both the gas and air must be passed 
through drying tubes, and the air over potash to free it of CO,. 
Subtract the weight.of the exhausted globe from the weight of the 
globes filled respectively with gas and air. Divide the former by 
the latter. 

2. The law of Avogadro has already been discussed, pp. 48, 49. 
Methods (2) and (3) use the H unit. 

3. Rates of Diffusion.—The following law has been established 
by Graham: The velocity of the diffusion of any gas is inversely 
proportional to the square root of its density. This follows from the 
size and velocity of repulsion of different molecules. If one weighs 
16 times as much as another, then the latter has to move 4 times as 
fast to strike the same effective blow. 


Density. Diffusion rate. 
= 16 OG] 


. The rate is inversely as the square root of 1 and 16. H, a light 
gas, diffuses 4 times as fast as O, a heavy one. We get the sp. gr. 
by noting the difference in times in which a given gas and H gas as 
a standard will diffuse from a capillary-opening into air, or will effuse 
into a vacuum. 


SumMMARY OF MetnHops oF FINDING SPECIFIC GRAVITY. 


Solids (a) heavier than water: 
(1) Hydrostatic balance ; 

Water standard. {2 Nicholson’s hydrometer ; 
(3) Specific-gravity bottle (pyknometer). 

(6) lighter than water : 
(1) Hydrostatic balance; attach a weight to 
the solid; 

(2) Nicholson’s hydrometer with wire cage. 
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(c) soluble in water : 

Use an indifferent liquid, as oil or naphtha, 
and hydrostatic balance. Multiply re- 
sult by the known sp. gr. of the liquid 
used. 

Liquids: 
| (1) Hydrostatic balance ; 
(2) Specific-gravity bottle ; 
ee eens | (3) Specific-gravity bulbs ; 
| (4) Hydrometers: 
(4) (a) of constant immersion, but variable weight—Fahrenheit’s ; 
some give sp. gr., urinometer ; 
(b) of var. imm., but const. wt. j some give per cent., Beaumé, al- 
( coholometer, lactometer, ete. 
{zases : 
Air standard. (1) Principle of specific-gravity bottle. 
(2) Divide weight of molecule by 2—law of Avo- 
H standard. gadro. 
(3) Rates of diffusion. 


CHAPTER V. 
CAPILLARITY.—OSMOSE. 


Describe capillarity. 

When solid bodies are placed in contact with liquids, certain cap- 
illary phenomena are seen, so called because best observed in tubes 
of a size comparable to a hair. The force in action is called cap- 
illary attraction. If we thrust a glass rod into a liquid which wets 
it, as water, the liquid is raised up against the sides of the solid as 
though not subject to the laws of gravity, and its surface is slightly 
concave (Fig. 15). Put the rod into Hg, which does not moisten it, 
and the liquid is depressed and its surface is convex. In the former 
case the adhesion of the glass and water is greater than the cohesion — 
among the water molecules; the reverse is true for Hg and glass, 
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Instead of using a rod, take tubes of different diameters. The 
surface of the liquid in the tube when it wets it assumes a concave 


Fia. 15. Fig. 16. HIG. 17. Fic. 18. 


hemispherical segment called a concave meniscus (Fig. 17). When 
the tube is not moistened there is a convex meniscus (Hig. 18). 


What are the laws of capillarity ? 


We may formulate these phenomena, and note four facts: 

1. Liquids rise in tubes when they wet them, and are depressed 
when they do not. 

2. The ascension or depression ts greater the smaller the diameter 
of the tube (Jurin’s law). 

3. The ascension or depression varies with the liquids employed. 
Water will rise higher than alcohol. The thickness of the tubes 
makes no difference, nor does their character, whether glass or metal. 

4, Ascension and depression are diminished by increasing temper- 
ature. Heat diminishes both cohesion and adhesion, the former # 
little the more. 


What are some illustrations of capillarity ? 


This action is seen when oil rises in a lampwick or ink in blotting 
paper, or when water enters dry wood with force enough to split 
rocks. Sap rises in plants with great force, due to capillarity. 


What is osmose? 


When we separate two liquids or two gases by a thin porous par- 
tition, organic or inorganic, we find a current sets in from one to the 
other. This diffusion is called osmose, impulse, or diosmose, an 1m- 
pulse through. Take a glass tube and bind to one end a mem- 
branous bag filled with syrup or blue-vitriol solution. Immerse it in 


60 ESSENTIALS OF PHYSICS. 


a jar of water (Fig. 19), and in a short time it will be found that 
liquid has risen in the tube, and the 
water is seen to be tinged with the blue 
solution. 

There are two opposing currents, and 
the one toward that quid which in- 
creases 18 called endosmose. The in- 
creased liquid is generally the denser 
one. The other current is exosmose, or 
outward impulse. 


What are colloids? 

It is found that crystallizable sub- 
stances are best for osmosis; glue-like 
substances, like gum and gelatin, do not 
pass readily through septa, and are 
called colloids. 

What is dialysis ? 

This principle of unequal diffusibility 
-is of great importance in laboratories 
in preparation of drugs and chemicals. The process of separating 
colloids from crystalloids is called dialysis. 

The dialyzer is a glass vessel with a parchment bottom. If the 
liquid contents of a stomach suspected of containing poison be 
placed in it, and the vessel be floated in water, arsenic or strychnine, 
if present, would pass through into the water, leaving the albumin- 
ous matter of food behind. 

One of the necessary conditions for osmosis is that the liquids be 
capable of mixing; there is none between water and oil. 


What is diffusion and effusion of gases? 

All these phenomena are seen to a high degree in gases. When 
two are separated by a porous partition, an exchange takes place, 
and does not cease until the composition of the gas on both sides is 
the same. This is diffusion, and its rapidity depends on Graham’s 
law, p. 57. 

Effusion refers to the passage of a gas into a vacuum through a 
minute aperture .013 mm. in diameter. The law for effusion is the 
same as for diffusion. 


Fig. 19. 
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CHAPTER VI. 
GASES.—ATMOSPHERE.—BAROMETERS.—PUMPS. 


What are fluids and some of their common properties? 

Gases and liquids are called fluids, and, from their properties, 
especially those of a gas, are elastic fluids. The lightest liquid is 
many times heavier than the heaviest gas. Water is 770 to 800 
times heavier than air. 

A gas is a body whose molecules are in a constant state of repul- 
sion; in a liquid the repulsion is slight, and more than counter- 
balanced by cohesion. The two have some common properties—viz. : 


(1) Mobility, are not viscous. . 
(2) Compressibility, hence elasticity or tension. 
(3) Weight. 


Solids, liquids, and gases possess these three, only differing in degree. 
(1) This is self-evident from our supposition as to the constitution 
of matter. 


What is Boyle’s law? 


(2) In 1662 the law of compressibility of gases was discovered by 
Boyle, and also independently by Mariotte in 1679: - 

The temperature remaining the same, the volume of a given quan- 
tity of gas is inversely as the pressure which it bears. 

This law can be demonstrated by means of a U-shaped tube, with 
the short arm closed. Pour in He till the surfaces in the two arms 
are on the same level. The tension of air in the short arm must 
be one atmosphere, as it exactly balances the outside column of air. 
Pour in more Hg until the short closed arm is half full, and it will 
be found that the height of the long column of Hg is equal to that 
of the barometer at the time of the experiment. That is, the 
column of air in the short arm is compressed by the original one 
atmosphere plus the long column of Hg, which is another atmo- 
sphere. The volume of air in the short arm has been reduced to 
one half by a pressure of 2. We can also prove the converse, and 


€ 
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see that if the pressure be reduced one half, the volume is doubled. 
This law does not quite hold good for high pressures. 

Manometers are instruments used to measure the amount of pres- 
sure or tension exerted by liquids or gases. 

Closely allied to compressibility is elasticity, or the power to re- 
cover former volume after pressure is removed. All fluids are per- 
fectly elastic. Liquids are, but, as they are practically incompress- 
ible, we need not consider their elasticity. 

Pressure or cold will convert every gas into a liquid. O, H, N, 
CO,, and marsh gas (CH,) had not been liquefied till eight or ten 
years ago. They have been since, and all liquids have been 
solidified. 


Describe the third property, weight. 

(3) The air-pump is necessary for weighing gases or air. An 
hermetically sealed globe is weighed when empty (exhausted by an 
air-pump) and when full of the given gas. The noted difference is 
the weight required. 

At 60° F., and with the barometer at 30 in., 

100 cu. in. of air weigh 30.93 gr. 
1 cu. ft. of air weighs 534.470 gr. 
1000 eu. ft. of air weigh 76.352 lb. av. | 


Every gas is affected by gravity, even H, which is the lightest of 
all, and consequently every gas exerts pressure. 100 cu. in. of H 
weigh 2.14 gr. 


What is atmospheric pressure? 

We live at the bottom of an ocean of air, which is held to earth 
by gravity and partakes of the earth’s rotation. This layer of air 
may extend upward 50 to 200 miles. Some think it has no limit, 
but as the air expands its expansive force decreases, and at a certain 
height there is probably an equilibrium established between the re- 
pulsion of the molecules and the action of gravity. 

If this ocean were of uniform density, its whole thickness would 
be only about five miles, and some peaks of the Himalayas would 
rise above it. The weight of the atmosphere generally means that 
of the whole air above us, and not the weight of a definite volume. 
It exerts pressure in all directions—downward, as may be seen by 
the bursting membrane from beneath which air has been extracted 
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(Fig. 20). It exerts upward pressure, as seen by the weight-lifter, 
where air in a cylinder is removed from above a piston to which 
Fig. 21. FIG. 22. 


Fie. 20. 


weights are attached. It exerts pressure in every direction, as 
proven by the Magdeburg hemispheres (Figs. 21 and 22). When 
the air is removed from their interior they cannot be separated 
without a powerful effort, no matter in which position they are 
held. This is known as Von Guericke’s experiment. 


What is meant by one atmosphere ? 

From experiments to follow it will be proven that this air-pressure 
is about 15 Ib. to the square inch—7. e. a column of air 1 inch 
square from the surface of the earth to the surface of the aérial 
ocean weighs 15 lb.; it is also about 1 ton to the square foot or 1 
kilo to the square centimetre. This weight is what is meant by one 
atmosphere. : 

An average-sized man sustains an external pressure of about 15 
tons. : 7 

If the area of the bottom of a tin pail be 1 sq. ft., it sustains a 
pressure of about 1 ton. How can a person carry such a pail, and 
why is its bottom not forced out? 


What was Torricelli’s experiment? 
Aristotle and Galileo both failed to weigh air or find it had 
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weight. Viviani was a pupil of Torricelli, and in 1643 performed 
the following experiment: he took a glass tube, closed at one end 
and of a greater length than 30 inches, and filled it with mercury. 
He then carefully inverted it, with his thumb over the open end of 
the tube, in a vessel of Hg. He found that in the tube a column 
of Hg stood about 30 in. high above the level of that in the vessel, 
and above this column was an unoccupied space. He and his friends 
had always said that ‘‘ Nature abhorred a vacuum ;’’ hence their 
amazement to see that this abhorrence ceased after a certain limit. 
Torricelli repeated and published the experiment. 


What did Pascal prove ? 

It was Pascal, a Frenchman, who in 1648 really conceived the 
’ idea that air held the mercury up in the tube. If so, he argued 
that the column should not be so high upon a mountain-top, as there 
is less air to exert pressure. This he investigated, and proved that 
the column was supported by the weight of the atmosphere. He 
used other liquids besides mercury. 


What are barometers ? 

Instruments for measuring atmospheric pressure are called barom- 
eters, weight- measurers; and this simple tube, filled with Hg as 
used by Torricelli, was the first one ever devised. The space at the 
top of the tube is called the Torricellian vacuum. 

It is from weighing this column of Hg that we get the amount 
of air-pressure as above stated—15 lb. to the square inch. 1 cu. 
in. of Hg weighs 3 lb. ; so if a barometer have a cross-section of 1 — 
sq. in., the RS Jsede 30 in. high will weigh 15 lb. 

The more air you have or the heavier it is, the higher will be the 
column; the less air or the less dense the air, the lower the column. 


How high will any fluid rise in the tube? 
The height of the fluid depends inversely upon the sp. gr. 


At what height would water stand in the tube, its sp. gr. 
being 1 and that of Hg 13.60? 


1: 13.60: : 30 in. : x, height of water. 
rc, 
408.00 in. or 34 feet. Ans. 
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Barometers are of several kinds. Ordinarily, the pressure is 
measured by the height of a column of Hg, as in Torricelli’s experi- 
ment; other liquids may be used, and one, the aneroid, has no 
liquid at all. 


Describe the cistern barometer? 
This variety consists of a straight glass tube about 33 in. long, 


Fig. 25. 


closed at one end, filled with Hg, and dipping into an open cistern 
containing the same metal. (Fig. 23.) There is only one fault 
with it—that the zero of the scale does not always correspond with 
the level of the Hg in the cistern. 

5 
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Describe Fortin’s barometer. 

Fortin’s barometer differs from the above in the shape of the cis- 
tern. Its base is made of leather, which can be raised or lowered 
by means of a screw, thus allowing a constant level (Hig. 24). 


What is the siphon barometer? 


Gay-Lussac’s siphon barometer is a bent glass tube, one branch of 
which is much longer than the other. The longer branch is closed 
at the top and filled with Hg, as in the cistern barometer, while the 
shorter branch, being open, serves as a cistern (Fig. 25). The dif- 
ference between the two levels is the height of the barometer. 


Describe the wheel barometer. 


This one was invented by Hooke: it is a siphon barometer, and 
especially intended to indicate good or bad weather. In the shorter 
leg of the siphon there is a float which rises and falls with the Hg. 
A string attached to this passes over a pulley, and 
at the other end there is a light weight. A 
needle fixed to the pulley moves round a gradu- 
ated circle marked rain, fair, dry, ete. (Fig. 26). 

Common weather-glasses of this kind are of 
little use, because they are not delicate or precise, 
and are only suited for the place in which they 
are manufactured. If made in London, they in- 
dicate London weather, and would not be useful 
in Denver. 


Fia. 26. 


What other liquid barometers are there? 

A glycerin barometer has been constructed, 
requiring gas tubing § in. in diameter and 28 
feet long. Small alterations in the atmosphere 
cause considerable oscillations in the height of 
the glycerin. To prevent the attraction of moist- 
ure, the liquid in the cistern is covered with a 
layer of paraffin oil. 

Water barometers have also been made. 


Describe the aneroid barometer. 
This instrument takes its name from the fact that no liquid is used 
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in its construction (a, ‘‘ without,” vypsc, ‘‘moist”’). It consists of a 
cylindrical metallic box exhausted of air, the top of which is made 
of thin corrugated metal, so elas- 
tic that it readily yields to alter- 
ations in atmospheric pressure 
(Fig. 27). 

On increase of pressure the 
top is pressed inward: when 
pressure is diminished, the elas- 
ticity of the lid, aided by a 
spring, tends to move it in the 
opposite direction. These mo- 
tions are transmitted by multi- 
plying levers to anindex. These 
barometers may be made of such 
delicacy as to show the difference 
in pressure between the height 
of a table and the floor. 

They are very liable to get out of order, and should be frequently 
compared for correction with a standard barometer. 


Fig. 27. 


What are the advantages of Hg for a barometer? 


1. It is the heaviest liquid, and so stands at least height. 2. It 
does not wet glass; there is no adhesion between them. 

The mercury should be pure, however, and free from oxide, and 
the Torricellian space should be free from air or aqueous vapor. 


What corrections are necessary for barometers? 


(1) For temperature ; 

(2) ‘* elevation above sea-level ; 

(3) ‘* eapillarity ; 

(4) ‘* (qa) accidental, (6) diurnal variations, 
Lb) 2 He vapor. 

(1) Temperature of course causes the Hg to expand or contract 
in a barometric column, just as it would in a thermometer. So the 
height observed must be reduced to a determinate temperature, 
usually that of melting ice. 

(2) The use of the barometer in determining elevation wll be 
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spoken of later. Here we mean that the observations made in one 
place, if used in another of a different level, must be corrected. 

(3) In cistern barometers there is always a depression of the col- 
umn of Hg, due to capillarity, unless the internal diameter of the 
tube exceeds 38 of an inch. The height of the meniscus (Fig. 18) 
has to be found, and the resulting correction taken from tables. 

(4) Two kinds of variations are observed : 

(a) Accidental variations present no regularity. They depend on 
seasons, the direction of wind, and geographical position. They are 
not observed, however, at the equator or in the tropics. 

(b) Daily variations are produced periodically at certain hours of 
the day, and they occur with such regularity in the tropics that a 
barometer can almost serve as a clock. There seem to be tides in 
the atmosphere which rise and fall twice a day. The barometer, 
due to this cause, is highest at 10 A. M. and 10 Pp. M., and lowest at 
4 A.M. and 4 Pp. M.; and these hours appear to be the same for all 
climates, whatever be the latitude. They merely vary a little with 
the seasons. 


What are the uses of the barometer? 


(1) Indirectly to determine the state of the weather ; 
(2) To ascertain heights. 


(1) It must be remembered that the barometer only serves to 
weigh the atmosphere, and that frequently a change of weather 
coincides with a change of atmospheric pressure, but they are not 
necessarily connected. In dry weather the atmosphere is dense, and 
consequently the pressure on the Hg causes it to stand higher than 
it does in wet weather, when the air is rarer and contains more aque- 
ous vapor. Generally the barometer falls as the thermometer rises. 

(It seems that air would be more dense in wet weather, but such 
isnot the case.) Generally speaking, a column above 30 in. or 760 
mm. indicates fair weather, and below 30 in. indicates rain. When 
the column rises or sinks slowly for two or three days toward 
fair weather or rain, the indications are extremely probable. Sud- 
den variations in either direction indicate bad weather or wind. 

(2) To determine heights, as of a mountain, simultaneous observa- 
tions should be made at the foot and at the top. The results in 
terms of feet or metres may be obtained from certain tables. 
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At the height of 2.7 miles we have left half the ocean of air be- 
hind us—7. e. the barometer stands at 15 in.; at 5.4 miles it would 
stand at 7.5 in.; at 16.23 miles the barometric column is .468 in. 
high. 

Three-fourths of all the atmosphere is within the level of the 
highest mountains; $? 1s within 16 miles of the earth. It is com- 
puted that if we could bore a hole 35 miles deep into the earth, the 
air at the bottom would be 1000 times as dense as at the sea-level, 
and water would float on it. 


What law is true for the mixture of gases? 


As has been before stated, all gases mix uniformly, and they mix 
on the slightest opportunity. The mixture remains homogeneous, 
unless chemical action or some outside cause intervene. These gas- 
eous mixtures follow Boyle’s law, as has been proved for air, which 
is a mixture of N and O. 


How do liquids absorb gases? 


Water and many liquids possess the anaes of absorbing gases, 
but the same liquid does not absorb equal quantities.of different 
gases. Bunsen has devised three general laws for gas absorption by 
liquids: 

1. The weight of gas absorbed is proportional to the pressure. 

2. The quantity of gas absorbed decreases with the temperature. 

3. The quantity of gas absorbed is independent of the nature and 
of the quantity of other gases which may be already held in solution. 

Water may absorb its own volume of CO, and 430 times its vol- 
ume of ammoniacal gas. 

CO, driven into water under pressure gives us soda-water. There 
is no soda, however, and the CO, is liberated on removal of pres- 
sure. 


How do solids absorb gases? 


The surfaces of all solid bodies attract molecules of gas and be- 
come covered with a layer of condensed gas. Porous substances 
have a greatly increased surface, and so have great absorptive power. 
The absorption by metals appears to be of the nature of true solu- 
tion; chemical reactions also may occur. Charcoal from box-wood 
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and cocoanut is highly absorbent; cocoanut charcoal takes up 171 
volumes of ammonia and 73 of CO, at ordinary pressure. Gases are 
also said to be occluded when absorbed on the surface or in the mass 
ofametal. Solid platinum absorbs four times its volume of H. Pal- 
ladium absorbs, even when cold, 980 vols. of H. It probably forms 
an alloy with palladium like true metal, and must be in a liquid or 
even solid state when thus absorbed and condensed. 


Does Archimedes’ principle apply to gases? 


It does, and bodies in a gas or in air lose a part of their weight 
equal to that of the air which they displace, and all that has been 
said of liquids in this regard is true of gases. This is demonstrated 
by means of the baroscope. 

A scale-beam supporting at one end a leaden weight and at the 
other a hollow sphere is exactly horizontal in air.- It is put beneath 
the receiver of an air-pump, and when a vacuum is produced the 
sphere sinks. Before the air is exhausted each body is buoyed up 
by the weight of the air which it displaces. As the sphere is much 
the larger body, it is buoyed up by a larger amount of air, and thus, 
though in reality the heavier body, it is balanced in air by a small 
leaden weight. | 


Why do balloons rise ? 


Balloons are hollow spheres made of light impermeable material 
and filled with hot air, H, or coal-gas. The latter is generally used, 
and this balloon must be twice the size of one for H gas. They rise 
because their weight is less than the weight of the air which they 
displace—?. e. something heavier is pushing them up. Balloons 
were invented by the brothers Montgolfier, and their first ascent was 
successfully made in June, 1783. 

Great possibilities of scientific interest, of war observations, or of 
future modes of locomotion lie in Archimedes’ principle thus applied. 


Describe an air-pump. 


These are instruments by which air can be greatly rarefied in a 
given space. An absolute vacuum cannot be produced by them. 
They were invented by Von Guericke in 1650, soon after Torricelli’s 
experiments with the barometer. 
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The principle depends upon the elastic force of air. If we take 
away a portion from the receiver A, the remainder fills up the whole 
space until it finally becomes so rarefied that its tension can no long- 
er lift the valve at ¢. (Fig. 28.) Ais the glass receiver to be ex- 


Fie. 28. 
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hausted. B is a hollow cylinder of brass containing the close-fitting 
piston P. If the piston be descending, compression of air in B 
closes the valve ¢ and opens the valve s, and the enclosed air escapes. 
When the piston ascends valve s closes, and what would otherwise be 
a vacuum above t¢ is filled by the expanding air from /?, and valve ¢ 
is opened. 

The air-pump gauge is at D, under a bell glass, and consists of a 
simple barometer or U-shaped tube, with one end open. As the air- 
pressure is removed the Hg column sinks. It is a very good pump 
that reduces this column to 3mm. The above diagram only illus- 
trates the simplest form of air-pump. Very elaborate ones are con- 
structed with double pistons, special stopcocks, ete. 


What is Sprengel’s air-pump? 

This is a most efficient pump, depending on the principle of con- 
verting the space to be exhausted into a Torricellian vacuum. Mer- 
cury is allowed to fall in a tube ¢ d, its flow regulated at c by a clamp 
(Fig. 29). It falls past the aperture of the vessel, PR, to be exhausted, 


12 ESSENTIALS OF PHYSICS. 


and the bubbles of air are entangled as it were by the falling Hg, until 
finally we have a barometric tube whose Torricellian vacuum is the re- 
ceiver R. By this means the air in 
R is reduced to less than one-mil- 
lionth its usual density. The ex- 
haustion may be carried much far- 
ther by mechanical or chemical 
means, as by heating charcoal in the 
receiver while a vacuum is_ being 
® formed, and then allowing it to cool. 
It then absorbs most of the rarefied 
air that remains. Or oxygen may be’ 
the gas in the receiver, and the ex- 
haustion carried as far as possible, 
when copper previously placed there 
is heated to redness. Oxide of cop- 
per is formed and the vacuum is 
nearly complete. 

Water may be used instead of 
He, constituting Bunsen’s Sprengel 
pump. 


Fia. 29. 


What are the uses of air-pumps? 

Sprengel’s pump is used for pro- 
ducing vacua for the incandescent 
electric lights. It is by this prineti- 
ple also that the traps in water- 
pipes are siphoned, the contents of the soil-pipe falling from an 
upper story. This would allow the free passage of sewer-gas, ete. 
into the house, and is remedied by back-atring the traps—?. e. by 
having a fresh-air pipe connected between the trap and soil-pipe. 
Then the Sprengel pump action is effective only in drawing in air 
from above the roof, and not in emptying the traps. 

The air-pump is also used for many experimental purposes, show- 
ing the properties of the atmosphere, that by reason of the O it 
contains it supports combustion and life—that substances in vacuo 
are not liable to ferment. 

Lessened air-pressure has effect on the boiling-point. Melting- 
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points do not vary. The principle is made use of in sugar-refineries 


and condensed-milk establishments. Oe be Pe bo: 


Describe the condensing pump. | 

The condensing pump is just the “ff 
opposite of the air-pump, and the 
position of the valves is reversed. 
The lateral valve o (Fig. 30a) willswing 
in a direction opposite to s of Hig. 28. 
Let K be the receiver of the condensed 
gas, A the cylinder containing a solid 
piston. D connects with the gas or 
air to be condensed (Fig. 30). When 
the piston descends the valve o closes, 
and the elastic force of the compressed 
air opens the valve s. The reverse 
takes place when the piston ascends. 


What are the uses of the conden- 
ser? 

It is chiefly used for charging liq- 
uids with gases. The tube D is con- 
nected witha reservoir of gas. The pump exhausts this gas, and 
_ forces it into K, which contains the liquid. Artificial gaseous and 
effervescing waters are thus made. 

The principle is also used by plumbers in testing gas-pipes ; It is 
used in ventilating mines. in supplying air to blast-furnaces, to air- 
brakes, and drilling-machines. 


What are pneumatic tubes? 

The Western Union Telegraph Company in New York employs 
pneumatic tubes in sending messages to its central office from vari- 
ous stations in the city. Tubes of uniform size and free from abrupt 
curves are laid under ground, and the roll of paper or letter is placed 
in a cylindrical box which fits the tube. At the receiving end a 
steam air-pump exhausts the air in front of the box, and a steam 
condensing pump also pushes it from the sending station. 

Such tubes are proposed for the Post-Office Department, whereby 
the mail can be rapidly distributed from the central office to the sub- 
stations. The pneumatic post is used in London. 
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What are pumps? 
Pumps are machines which raise fluids by suction, by pressure, or 
by both efforts combined. The arrangement of valves in the Lifting 


Fie, 31. 


or suction pump (Fig. 31) is the same as for the 
air-pump. When the piston rises a tendency to 
a vacuum is produced beneath it, and the out- 
side air forces the fluid up through the lower 
valve. The weight of the water above the pis- 
ton closes the upper valve, and the water is 
discharged from the spout. Liquids are some- 
times said to be raised by force of suction. 
There is no such force. What is meant is that 
atmospheric pressure forces the liquid to occupy 
the vacuum produced by a retreating piston or 
by lips applied to an aperture. 

From how deep a well, therefore, could you 
draw water, or how high can the bottom of the 
barrel be above the surface of the liquid? Kvi- 
dently only so high as the atmosphere will force 
this liquid, inversely as its sp. gr. It is 34 feet 


for water (practically only 26 or 28 ft. with the usual pump) or 30 


in. for Hg. 


Fi4. 32. 


Describe the force-pump. 

As usually constructed, it com- 
bines both principles of suction and 
of pressure, and its valves are the 
reverse of those in the condensing 
pump. 

The piston is solid (see Fig. 32). 
A branch pipe leads to an air- 
chamber, a, which is provided with 
a valve ¢ opening upward. On 
raising the piston, valve d opens, 
and water is prevented from return- 
ing from a by valve c. When the 
piston descends the valves reverse 
their action, and water is forced 


into air-chamber a, condensing the air. The elasticity of this con- 
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densed air forces the water out at 5 in a continuous stream ; other- 
wise it would escape in jets at each descent of the piston. 

The fire-engine is a force-pump in which a steady stream is main- 
tained by means of an air-chamber. 


Describe the siphon. 

The siphon is an instrument used for transferring a liquid from 
one vessel to another through the agency of atmospheric pressure. 
It consists of a bent tube open at both ends and with unequal legs. 
Let the tube be filled with some liquid, and the two ends closed, 
and let the shorter leg dip in the liquid, as seen in Fig. 33. Or, the 
shorter leg having been placed in the 
liquid, the mouth may be applied at 
B. It will continue to run as long as 
the short leg dips in the liquid or un- 
til the level of the receiving vessel 
equals that of the other. It would 
not run if the height C D were greater 
than that of a column of liquid which 
can be balanced by atmospheric pres- 
sure. The reason of the flow is this: 
At the two points C and B there is an 
upward pressure in each ease of one 
atmosphere. ‘The downward pressure 
at C is that of the column of water C D acting by gravity. The 
downward pressure at B is the weight of the column A B, but this 
latter is the greater. The excess of downward pressure is at B, and 
the excess of upward pressure is at C. Suppose C D weighs 1 lb. 
and A B 2 lbs. ; then the upward pressure at C is 15 —1= 14 lbs. ; 
upward pressure at B is 15 —2=13 lbs. The 14 lbs. push at C 
more than counterbalances the 13 lbs. ; hence the flow toward B. 

Could a siphon act in vacuo? 


Fig. 33. 


What are the uses of the siphon? 
A heavy liquid may be removed from beneath a light one, or a 
liquid may be removed in a clear state without disturbing sediment. 
Gases heavier than air may be siphoned like liquids. Gases lighter 
than air may be siphoned by inverting both the vessels and the 
siphon. Hg may be siphoned by a solid bar of lead. 
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Describe the intermittent siphon. 

An intermittent siphon is arranged in a vessel which is fed by a 
constant stream through a tube smaller than the siphon tube. A 
cup containing a nearly circular siphon of this kind is called the 
Tantalus cup. The level of the liquid gradually rises in the vessel 
and in the convexity of the siphon, which it finally fills, and the 
water begins to flow out. The fluid level soon sinks below the end 
of the short arm, and the siphon is empty and the flow ceases. But 
as the vessel is continually supplied, the level again rises and the 
flow is reproduced. 

This principle explains many natural intermittent springs, the flow 
ceasing and recommencing several times an hour or once in several 
days or months. 


oO) KL. 
ON HEAT. 


CHAPTER VII. 


THERMOMETERS.—FIRST EFFECT OF HEAT. 
Define heat. 


The term ‘‘heat’’ is used in two senses: it is a sensation or it is 
the objective cause of the sensation. In the latter sense it is the 
energy of molecular motion; this energy is kinetic, not potential. 
Heat can only be measured during its transference or transformation. 


What are the two theories as to the cause of heat? 


(1) Emission theory—mechanical. 
(2) Undulatory theory—dynamiceal. 


(1) This was the old view, and regarded heat as an imponderable 
substance called caloric, and the entrance of this substance into 
bodies caused heat, and its egress cold. 

(2) The wndulatory theory is better, and generally adopted, and it 
brings heat into line with light and sound. By it heat is considered 
to be molecular motion, and it is transmitted to other bodies or mole- 
cules by undulations set up in an imponderable ether which fills all 
space, even molecular spaces. This is also called luminiferous ether, 
as it carries light. 

Sound is propagated by waves of air. 

When a hammer descends on an anvil, its motion ceases, and the 
only observable effect is heat ; the vibratory motion of the molecules 
in the hammer and in the anvil is increased. A body is heated by 
having the motion of its molecules quickened, and cooled by parting 
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with some of its molecular motion. A point may finally be reached 
where the kinetic energy is zero and the molecules are at rest. This 
point is the absolute zero of temperature (p. 91). 

We shall see later how heat and mechanical energy are related, so 
that a definite quantity of one always produces a definite quantity of 
the other. 


Define temperature. 

Temperature, or hotness of a body, is the extent to which it im- 
parts sensible heat to other bodies or receives sensible heat from 
other bodies. 

The direction of the flow of heat determines which of the two 
bodies has the higher temperature. Temperature must also be dis- 
tinguished from quantity of heat. 

If from a gallon of hot water we dip a cupful, the cup of water is 
just as hot—7. e. has just the same temperature—as that of the 
larger vessel; but of course there is a great difference in the quan- 
tities of heat which the two bodies of water contain. 


What are the general effects of heat? 
They are classed under three heads: 


(1) Rise of temperature; 

changes volume ; 

changes state ; 

(3) External work, overcomes atmospheric pressure in expanding. 


As a result of (1) and (2) heat also 


(4) Produces electricity ; 
(5) Produces light. 


(1) Raises temperature. How is it measured? Heat causes all 
bodies to expand—gases a great deal, liquids less, and solids still less. 
Owing to the imperfection of our senses, we are unable to measure 
heat and cold by the sensations they produce in us; hence we have 
to depend upon the observed expansion of bodies in one or other of 
their three states. 


(2) Internal work | 


What are thermometers? ? 
Thermometers are instruments for measuring temperature. They 
do not record the amount of heat, only its degree. 
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Air thermometers are most accurate and best for a standard. 

Pyrometers (fire-measurers), based upon the expansion of solids, 
are pretty accurate, but liquid thermometers are most practical and 
useful, solids expanding too little, and gases too much. 


What two liquids are used? 

Mercury and alcohol are the only liquids used—Hg because it boils 
only at a very high temperature, and alcohol because it does not 
solidify at very low temperatures. 


What are the advantages of Hg? 


It does not boil readily; — 

Does not freeze readily ; 

Has low specific heat ; 

Has practically uniform expansion between —36° C. and +100° 
C.: 

5. Is opaque ; 

6. Does not adhere to glass ; 

7. Is easily obtained pure ; 

8. Is cheap. 


pe pe Ba ee 


What are the disadvantages of Hg? 
1. It expands irregularly below —36° C. and above 100° C. ; 
2. Solidifies at —40° C. and —40° F. ; 
3. Boils at 350° C. (662° F.). 


Describe a mercurial thermometer. 

A mercurial thermometer consists of a capillary glass tube, at one 
end of which is blown a bulb. Both bulb and a part of the stem 
are filled with Hg, and its expansion is measured by either a scale 
on the stem itself or one on a frame behind it. The space above 
the mercury is a partial vacuum, containing the vapor of Hg. 


\Vhat are the steps in the construction of a thermometer ? 
(1) Calibrating the tube; adding suitable sized bulb. 
2) Filling the thermometer ; 
) ‘*Curing’’ the thermometer ; 
) Graduation of thermometer and determination of the fixed 
points. 
(1) As the tubes are drawn out by the glassblower and cut up 
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into lengths, it is easy to see that the calibre of the tube in one part 
may differ from that of another. Uniformity of calibre is detected 
by introducing a bead of Hg, which may be about 1 in. long, in the 
capillary tube, and noting if this thread occupies the same length 
in different parts, temperature remaining the same. This will show 
equal or unequal capacities. In the latter case the tube is rejected. 
Practically, the tubes are never absolutely uniform. 

(2) Filling the Thermometer.—After a bulb is blown at the bottom 
of the tube, a small funnel is blown at the top and partly filled with 
Hg. The air in the bulb is expanded by heat, and some of it escapes 
by the funnel. On cooling the remaining air contracts, and a portion 
of Hg falls into the bulb. This is repeated until the bulb and part 
of the tube are full of Hg. The Hg is then heated to boiling, and 
the tube, being full of expanded Hg and Hg vapor, is hermetically 
sealed. : 

(3) ‘‘Curing.’’—By this term is meant that a thermometer is laid 
aside for a year or two after filling and before graduating, so that the 
overstrained glass may assume a permanent shape. It will change 
its molecular condition, and it is allowed to ‘‘ season.” 

(4) Graduation.—The thermometer being filled and seasoned, it 
must be provided with a scale to which variations of temperature 
can be referred. First of all, two points must be fixed which repre- 
sent identical temperatures, ‘and which can always be readily repro- 
duced. Fortunately, Nature provides us these two standards. Ice 
is found to melt always at the same temperature. The melting- 
point of ice and the freezing-point of water are identical. Again, 
distilled water under certain precautions always boils at the same - 
temperature. 


How are the fixed points determined? 

To fix these points on the stem of the thermometer the bulb and 
part of the stem are placed in melting snow or pounded ice for about 
fifteen ‘minutes, and a mark made at the level of the Hg. This is 
the freezing-point. Bunsen says it should be placed in freezing 
water instead of melting ice. 

The second point is fixed by suspending the instrument in steam 
rising from boiling water. The nature of the vessel and the salts 
dissolved influence the temperature of boiling water, but not that 
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of the vapor produced; 7. e. the temperature of steam never varies 
‘provided the pressure is 760 mm. (lor every 27 mm. difference in 
the height of the barometer there is a difference in the boiling-point 
of 1°C.) The bulb must not dip in the liquid, even with distilled 
water. 

This level of Hg is marked on the tube and called the boiling- 
point. Now, the space between these two points is always a defi- 
nite quantity, and is taken as the unit of temperature, just as a foot 
or metre is taken as the unit of length; but the foot-rule is conve- 
niently divided up into inches for the purpose of having smaller 
units; so likewise the unit of temperature is divided into a number 
of parts of equal capacity called degrees, and the scale may be ex- 
tended above or below the fixed points. 


What are the three scales? 


Depending upon the way in which the space between the fixed 
points may be divided, we have three different-sized degrees. 
Should one man divide the space 
into 180 equal parts, another into F. C. R. 
100, and another into 80, evidently Water boils. 212 1100 | 80 
the first one would get quite small | 
degrees, there being so many of 
them; the next would be larger; 
‘and the last largest of all. Fah- 
renheit divided the space into 180°, 


and his scale is used in Kngland 180 |100 |80 
and the United States—abbre- 9) (5) (4) 
viated F. 


The Centigrade scale (100 steps), 
invented by Celsius, has 100°, and 
is coming into universal use—ab- Ice melts 
breviated C. va 

The Réaumur scale has 80°, and matpe Kress. Oa : 
is used more or less in Germany— 
abbreviated R. 

It will be noticed that Fahren- 0 
heit’s 0 point does not correspond 
with the others, while his highest point does. The way this hap- 
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pened was this: he took as his lowest point the temperature ob- 
tained by mixing equal weights of sal ammoniac and snow. This 
was the lowest temperature then (1714) known, and was thought 
to represent absolute cold. His boiling-point is that of water, and 
the reason that he divided the space into 212 divisions is that he 
was experimenting with 11,124 volumes of Hg. On heating to 
boiling-point of water it became 11,336 volumes, or 212 volumes 
increase; so he took that number of divisions for his scale. When 
Fahrenheit’s thermometer is placed in melting ice, it stands at 32°, 
and not at 0°. Note that the degrees above 0 point are written 
as +, below as —. 


How do you convert degrees of one scale into those of 
another ? 

If we are converting F. degrees, we must first subtract 32, in order _ 

that the degrees may count from the same part of the scale; then, 


180° F. == 100° 6.== 60" Bi or 
oro os 
tok = Se Se 


Reduce 122° F. to C. degrees, thus: The 122° F. mean 122° above 
his zero, and not above freezing-point; it would be only 90° above 
that point, first subtracting 32, to get it on the same basis that the 
C. scale is. 1° F. = 8° C.; hence 90° equals 90 x 3 =50° C. 122° 
F. =50° C. Ans. 

Rules committed to memory are dangerous, and it is better to 
reason out the result as above, or else use Simple Proportion: 
180° F. : 100° C. :: (122° F. — 32): a° C. Expressed in formula, 
however, we have (F. —32) }=C. 

The main point of difficulty may be the subtraction of 32, or its 
addition to a negative degree. Remember to do it algebraically. 
If your algebraical knowledge is not recent, make a diagram of the 
F. scale and mark the problem upon it. 


Convert 6° F. to C.°: 32° subtracted from +-6°, or you may say 
32° colder than 6° above 0, gives 26° below 0, or —26°. +6 —32 = 


—26X $= ae LUPO oo Rese ae 
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Convert —10° F. to C°. : ; 213 

Consider that if the thermometer now stood at 10° below 
O, where it would stand if the weather became 32° colder ; 
evidently at 42° below. (—10° F. — 32°) = —42X3= 
sah) 
S = 232°C. “Ans 

Convert 0° F. to C.°: 

—160 


0° F, —32° =—32K $= =p SOILES. 


32 


To convert C.° to those on a F. scale. 
Convert 50° C. to F.°: 


We know that 100°... = 180°. F: 
AL 8  |—26 


rO.= #F 


a t= 2°77, 50° C! will be 50 times asinuch: 50°C. X2=— 
90° F. As the 50° C. were reckoned above freezing-point, the 90° 
F. mean 90 degrees above the same point on the F. scale. But all 
scales begin to reckon from the 0 point, which with Fahrenheit is 32 
degrees lower than the others. So 90° above freezing is 122° above 
zero. 50° C. =122° KF; Formula is C.$+ 32=F, 


Convert —10° ©. to F.°: 7 

| —10Xs= — —=—18. Here the minus sign means 18° below 
the horizontal line of our diagram—v. e. below freezing-point. See 
where this would be on the F. scale above or below 0, for it must be 
referred to that. It is the same as 14° above 0, or —18° F. -++ 32° 


eee 10° CO. =— +14 Ff; 
— Convert —40° C. to F.°: 

—4)0 x 3=—72. That is 72° below freezing, or 40° below 0. 
—72° F. + 32° F. =—40° F. Ans. Notice that the two scales here 
meet. 


Convert 0° C. to F.°: 

Ox 2—0+ 32= 32° F. Ans. 

Réaumur can be converted into F.° or C.°, or F.° and C.° can be 
converted into R.°, by similar methods. R.2+32=F.°. 
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The following problems are suggested for solution: 
Convert to C.°: 


+62, +86° F. 
+40° F. +20° F. 
+300° F. —8° F, 
+33° F. oF, 
+80" BD. +327 9. 
—10° F. +212° F. 


Assume these same figures to be on the C. scale, and convert them 
to FF, 


What are the causes of inaccuracy in thermometers? 
Thermometers are never accurate. The glass contracts and ex- 

pands, as well as the Hg. Causes of inaccuracy are— 

1. Imperfect calibration ; 

2. Moisture in the Hg before tube was sealed; 

3. Lack of thorough curing ; 

4. Incorrect graduation ; 

5. Displacement of zero. 


Explain the fifth cause. 

The displacement of zero may amount to as much as 2°, and it 
generally rises, so that when the thermometer is placed in melting 
ice it no longer sinks to 0°. It is attributed to a diminution in vol- 
ume of bulb and stem, due to the pressure of the atmosphere. 

Besides this slow displacement, there are often variations in the 
position of 0 when the thermometer has been exposed to high tem- 
peratures, caused by the fact that the glass does not contract to its 
original volume on cooling. 


Describe the alcohol thermometer. 
For temperatures below —36° C. alcohol thermometers must be 
used, for Hg expands irregularly below this, and solidifies at —40° C. 
The alcohol is colored, and in the graduation this thermometer 
is placed in the same bath with a standard mercurial thermometer, 
so the two indicate the same temperature under the same conditions. 


What are the advantages and disadvantages of alcohol ther- 
mometers ? 
Advantages: 1. The alcohol is a liquid; 
2. It does not solidify till —130° C. is reached. 


THERMOMETERS.—FIRST EFFECT OF HEAT. 85 


Disadvantages: 1. It boils at 78° C. : 
2. It expands very irregularly as it approaches 
this point. 


There is also a weight thermometer, where the temperature is cal- 
culated from the Hg which overflows. 


Describe the air thermometer. 

These thermometers are based on the expansion of air by increase 
of temperature. A bulb is blown on the lower end of an open capillary 
tube. The bulb is filled with air, and its expansion is denoted by 
the rise and fall of colored H,SO, in the tube. The scale is made 
by comparing it with the indications of a Hg thermometer. At each 
observation a correction has to be made for atmospheric pressure. 
Such instruments are very sensitive, and are useful in some scientific 
investigations. 


What is a delicate and an accurate thermometer ? 

A thermometer may be delicate by indicating very small differences 
of T’.; it usually has a large bulb and small tube with wide degrees, 
so differences can be easily seen. 

A thermometer is sensitive when it indicates changes quickly ; it 
depends upon the surface area of the bulb. 

A delicate thermometer is not necessarily accurate. An accurate 
thermometer shows changes in T. correctly. 


What are clinical thermometers ? 

These have a small, thin bulb, so as to quickly indicate changes 
of T. They range from 90° F. to 110° or 112° F. The average T. 
of health is 98.6° F. or 37° C. These are registering thermometers, 
and generally have an index of a detached portion of the column 


of Hg. 


Describe the maximum and minimum thermometers. 
Recording thermometers are used mostly for meteorological pur- 
poses, and are constructed to indicate maximum and minimum 
points, thus avoiding continuous observation. 
Rutherford’s is the simplest. On a rectangular piece of plate 
glass (Fig. 34) two thermometers are fixed with stems horizontal. 
A is the maximum thermometer, and contains Hg. B is the mini- 
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mum, and contains alcohol. In A the index is a small piece of iron 
wire moving freely. -As soon as the Hg contracts, the wire remains 
at the point where it had been pushed, for there is no adhesion be- 
tween iron and Hg. The wire can be moved back by a magnet. In 


B a small hollow glass tube or an ivory slip is the index. When 
the column of alcohol contracts, this index goes with it by adhesion. 
When the column expands, it passes between the sides of the index 
or through it, and does not displace it. 3 


What is the principle of Dr. Draper’s thermometer ? 

This depends upon the principle that when you heat a piece of 
metal, the side that expands becomes convex, and hence the ends 
of the metal turn from the expanded side. 


What are pyrometers ? 

Pyrometers are instruments for measuring T. so high that Hg 
thermometers could not be used. They were devised by Wedge- 
wood, who noticed that earthenware contracted by great heat. The 
instruments now used depend upon the expansion of gases or upon 
the electrical properties of bodies. The different kinds are— 


1. Bricks which contract at high T. ; 
2. Metals which expand at high T. ; 
3. Gases which expand at high T. ; 
4. Thermo-electric piles ; 

5. Metals which fuse at known T. 
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CHAPTER VIII. 
SECOND EFFECT OF HEAT.—CHANGE OF VOLUME. 


Expansion of Solids. 


What dimensions are increased by expansion ? 

We may consider this expansion in one dimension, or linear ex- 
pansion ; in two dimensions, or superficial ; in three dimensions, or 
expansion of volume. Isotropic bodies have identical properties in 
all directions. Crystalline bodies are non-isotropic and expand dif- 
ferently along different axes. Iceland spar expands along its prin- 
cipal axis, but contracts in other directions. 

Linear expansion can be shown by a pyrometer, where a metal rod, 
with one end fixed, is heated, and the free end moves an index. © 
The cubical expansion of solids can be shown by G'ravesande’s ring, 
which consists of a brass ball passing freely through a ring at ordi- 
nary T. When the ball is heated it expands, and no longer slips 
through. 


What is the coefficient of expansion? 

It is the expansion due to the rise of T. of one degree, usually | 
taken from 0° C. to 1° C. The number representing it is a fraction 
of the size of the body at freezing-point. There are coefficients for 
linear, superficial, and cubical expansion, the later being three times 
that of the linear. 

In solids the coefficient is peculiar to each body. From 0° C. to 
100° C. glass expands zyze5 of its volume; iron, g+5; copper, 543 
silver, 54z. The coefficients increase with temperature, and are not 
quite regular—. e. a body may increase more in size in being heated 
from 49° to 50° than it did in passing from 0° to 1°. This is true of 
solids and liquids only. We must have uniformity of expansion in 
order to have a fixed coefficient. 


What are some illustrations of expansion? 

Some metals expand about seven times as much as others, and all 
with almost irresistible force. A wrought-iron rod with a cross- 
section of 1 sq. in. and 10 in. long, in being heated through 45° C, 


88 ESSENTIALS OF PHYSICS. 


would exert a strain of 50 tons. A mile of railroad rails will expand 
3+ feet in passing from winter to summer temperature. 

This fact of expansion has to be considered in the construction of 
all large buildings and bridges. The Goddess of Liberty moves by 
expansion when the sun is onit. A curious case of incorrect surveys 
occurred at Washington, D. C., by taking the head of the goddess 
on the Capitol as a fixed point. TIlustrations are numerous. 

Railroad rails must have a small space left between them. Water- 
pipes are fitted with telescopic joints. If glass is heated or cooled 
rapidly, it cracks, for it is a poor conductor and becomes unequally 
affected. ‘The same is true of a crystal of S. 


What are some of the applications of the principle? 

The contractile force after expansion is seen in setting hot tires on 
wheels or in riveting boiler-plates with hot rivets; it was also seen in 
the case of an art-gallery in Paris, the walls of which had begun to 
bulge. Iron bars were passed across the building and screwed into. 
plates placed on the outside. Each alternate bar was heated by 
lamps, and when expanded was screwed up. On cooling they con- 
tracted and drew the walls together. The same operation was then 
performed on the other bars. 


How is expansion corrected in case of pendulums ? 

It is necessary that pendulums should remain of the same length 
at all times, or they will vary in rapidity of oscillations. The pen- 
dulum does not make the clock go; it regulates it. 

The compensation pendulum or gridiron pendulum is so con- 
structed that its length will remain constant through changes of T. 
It is made of alternating bars of steel and brass, so arranged that 
the expansion of one set counteracts that of the other. There are 
five steel rods and four brass ones. From the arrangement of cross- 
pieces above and below, the elongation of the steel rods can only 
take place in a downward direction, and that of the brass rods in an 
upward direction, and by as much as one set tends to lower the ball, 
the other set tends to raise it. 

Compensating strips made of copper and iron soldered together, 
and placed upon a pendulum rod at right angles to it, also make 
corrections for T. The strip becomes convex or concave, and raises 
or lowers the ball. 
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The simplest method is the mercury pendulum, invented by an 
English watchmaker, Graham. The ball consists of a cylinder filled 
with Hg. When the T. rises, the rod lengthens and lowers the 
centre of gravity, but at the same time the Hg expands in the cylin- 
der and produces an equal inverse effect. Hg expands about 1 part 
in 60 in passing from 0° C. to 100° C. 

The same principle is applied to the compensating balances of 
chronometers and watches. What we call the watch regulator or 
balance-wheel is furnished with a spiral spring, 
and the time of the watch depends upon the force 
of the spring, the mass of the balance, and on its 
circumference. The wheel is made of compen- 
sating strips, the more expansible metal being 
placed outside, and at the ends of these are small 
masses of metal (Fig. 35). When the T. rises, 
the circumference increases and the watch goes 
slower. A part of the mass must be brought nearer to the axis, 
which is effected by the incurving of the strips. 


Expansion of Liquids. 


Explain apparent and real expansion. 

If we take a thin glass flask provided with a narrow stem, and fill 
the flask and part of the stem with colored liquid, and plunge it into 
hot water, at first the liquid in the stem will sink, and immediately 
thereafter it rises. 

The sinking of the column is due to the expansion of the glass, 
which becomes heated before the heat can reach the liquid; but the 
expansion of the liquid soon exceeds that of the glass, and its col- 
umn rises. 

Hence in ease of liquids we have apparent and real expansion. 
The apparent is that which we can actually see. The real or abso- 
lute is that which would be observed if the vessel did not expand. 
Note real and apparent volume, p. 25. 


What is the coefficient of expansion of a liquid? 

It is the increase of the unit of volume for a single degree. Cu- 
bical expansion is alone considered. We may have a coefficient of 
absolute expansion, and one of apparent expansion. 
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The absolute expansion of Hg can be obtained by using a U-tibe. 
Heat one arm and surround the other with melting ice. Divide the 
total expansion—v. e. the difference between the heights of the 
columns—by the temperature-change of the heated arm, and we have 
the expansion for 1°. Divide this quotient by the height of the 
column at 0°, and this by definition is the real coefficient, viz. 535 
between 0° and 100°. 

All liquids have different coefficients, and hardly any expand uni- 
formly, this irregularity increasing as the liquid nears its boiling- or 
freezing-point. 

Olive oil expands 7; from 0° to 100° C. 
Water 66 oy 66 a4 
HCl 66 oy a9 ‘a5 

The force which liquids exert in expanding is very great, and 
equal to that which would be required to bring them back to their 
original volume. It would require 9000 lb. to prevent Hg from 
expanding while being heated from 0° C. to 10° C. 


What is the maximum density of water ? 

The general rule is for matter to expand on heating and contract 
on cooling. Water offers a partial exception. In heating water 
from 0° C. to 4° C. (32° F. to 39.2° F.) its volume decreases. Heat- 
ing beyond this point, it will expand. So at 4° C. it will expand, 
whether you heat or cool it. Its density at + 8° C. would be equal 
to that at 0° C. Water is therefore said to be at its maximum den- 
sity at 4° C. 

What experiment shows this? 

Take a deep vessel with a lateral aperture above and below; into 
each fix a thermometer. Fill the vessel with water at 0° C., and 
place it in a room warmer than that temperature. As the ee 
of liquid at the sides of the vessel become heated, they will sink to 
the bottom, and the lower thermometer will mark +4° C., while the 
upper one is still at 0°. This shows that water is heavier at 4°, its 
maximum density, than at 0°. 


How is this phenomenon important in nature? 

In winter the temperature of the lakes and rivers falls, the colder 
water sinks to the bottom, and there is a series of currents until all 
is reduced to +4°C. The cooling on the surface still continues, but 
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these layers, cooled between +-4° and 0°, being lighter, remain on the 
surface and freeze when 0° is reached. ‘The ice then protects the 
water below, which remains at 4° even in severest weather—a tem- 
perature which does not destroy fish or other inhabitants of water. 


Expansion of Gases. 


What is the coefficient of expansion of gases? 

Gases are the most expansible of all bodies, and also the most 
regular. Solids and liquids have their own peculiar coefficients, 
varying with the substance and varying with the temperature. 

But all gases have the same coefficient, and their expansion 1s un?- 
form at all temperatures and pressures. (There is a slight deviation 
from this law at high temperatures. ) 

Under uniform pressure any volume of any gas is increased 343 
for each degree C., or z}z for each degree F., that its temperature is 
raised. This is the single coefficient of expansion for all gases. 

All the above statements are also true for air. 


What is meant by absolute zero? 

As a body of air on being heated increases +5 of its volume for 
each degree, at +273° C. its volume will be doubled. Also, if it be 
cooled below 0°, its volume wiil diminish by 345 for each degree, so 
that theoretically at —2738° C. there would be no gas left—annihila- 
tion of matter. But long before it reaches that degree of cold the 
gas would change its state and become a solid, and then be no longer 
subject to Boyle’s law. This point, however, of —273° C. or —459° 
F. (—491° + 32°) is called absolute zero, and temperatures reckoned 
from this point are called absolute temperatures. 


What is the law of Charles? 

The volume of a gas at constant pressure or the pressure of 
a gas at constant volume is directly proportional to its absolute 
temperature. The density of a gas being inversely as its volume, 
the density is therefore inversely as its absolute temperature. This 
is a familiar fact. Hot air is lighter than cold. Bad air, being 
warmed, is at the top of a room; let it out here, and let good air in 
at the bottom. 

Forced ventilation can produce currents in any direction, and gen- 
erally from top to bottom. 
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CHAPTER IX. 


THIRD EFFECT OF HEAT.—CHANGE OF STATE.— 
VAPORS.—LATENT HEAT. 


What is fusion? 

The expansion of solids is limited. The repulsion of its molecules 
may be so increased that after a certain point the molecular attraction 
is no longer sufficient to retain the body in a solid state. Fusion takes 
place; that is, a body melts or passes from a solid to a liquid state. 
Freezing- and melting-points are practically the same. 

Some substances, such as wood and paper, do not fuse, but de- 
compose. Others have been considered refractory and incapable 
of fusion. Carbon is now the only one unconquered, but it has been 
softened so as to be flexible. 


What are the two laws of fusion? 

1. Each solid has a definite fusing-point. 

2. During fusion the temperature remains constant. 

Whatever be the intensity of the heat, from the moment fusion 

begins the T. of the body ceases to rise, and remains constant till 
fusion is complete. A thermometer in a bucket of ice does not 
change till the ice is all melted, as the heat is at work melting ice. 
That is, heat that changes the state of matter does not change tem- 
perature. It cannot both melt a substance and change temperature 
at the same time. Hg melts at —40° C.; hence is always fluid in 
our climate. 


Butter melts or fuses at 33° C. 
Phosphorus melts or fuses at 44° C. 


Wax = " 65°. 
Sulphur ag " 110". 
Tin tf * 230°, 
Bismuth fs ‘ 562°. 
Silver es “ 1000°. 
Gold a * ay’. 


Platinum de ‘* 2a 
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Some substances pass from a solid to a liquid state, without show- 
ing any definite melting-point. 

For example, glass and iron become softer and softer, and pass by 
degrees to a liquid condition. This intermediate condition is called 
a state of vitreous fusion. 

This is a valuable property of pure iron in welding. Iron has 
peculiar qualities given it by different degrees of heat. There are 
three states of iron. Wrought iron, the first state, is 99.75% pure. 
Cast iron, the second state, is 95% pure. It contains some C and 
Si. Steel is the third state of iron, and is 98% pure. 


What is the influence of pressure on the melting-point ? 


Pressure has practically no effect on the melting-point, being thus 
very different from its effect on the boiling-point. 

Under pressure, however, the melting-point is raised a little for all 
substances which expand on passing from a solid to a liquid state. 
Such bodies have to do external work—viz. raise the pressure of the 
the atmosphere by their expansion. If the external pressure be in- 
creased above this atmospheric pressure, the power of overcoming 
it can only be obtained by an increase of the vis viva of its mole- 
cules; this means a higher T. The fusing-point is therefore raised. 

In case of bodies which contract on passing from a solid to a liquid 
state, of which water is the best example, pressure /owers the melt- 
ing-point. Melting ice has no external work to perform, no exter- 
nal pressure to raise, but in melting it transforms external work into 
heat, and so renders a smaller quantity of heat necessary. 

A pressure of 8 atmospheres would only lower its melting-point 


te 
What is an alloy ? 


An alloy is a mixture of two or more metals. An amalgam is 
an alloy of Hg with some other metal. Tin amalgam is the reflect- 
ing surface on the back of a mirror. 

An alloy generally melts at a lower point of T. than either of its 
component metals. This melting-point is not a mean, nor does the 
most fusible metal melt first. 


Newton discovered an alloy of tin, lead, and bismuth which melts 
at 94° C. 
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Tin melts at 2306, 
Lead melts at 320° 94° C., melting-point of all combined. 
Bismuth melts at 562° 


Cadmium plus Newton’s alloy is Wood’s alloy, and melts at about 
66° C. It is used for filling teeth. 


Brass is an alloy of Cu and Zn. 


Britannia : Pb, Sb, and Sn. 

Bronze . Cu and Sn. 

German silver ‘ Cu, Ni, and Zn. 

U.S. silvercoin ‘‘ Ag 900, Cu 100 parts. 

U.S. gold coin ‘“* Au 900, Cu 90, Ag 10 parts. 
Pewter ‘> Pb and Sa. 

Type-metal 6 Pb and Bb. 

Newton’s metal ‘‘ —_ Bi, Pb, and Sn. 

Wood’s Ae Bi, Pb, Sn, and Cd. 


Fusible alloys are of use in soldering and taking casts. They have 
been used in making plugs for engines, answering the purpose of 
safety-valves. 


What are fluxes ? 
Depending on the properties of alloys, fluxes are substances which 


when added to an ore help reduce it to its metallic state. It is called \ 


‘‘ sweating out’ the metal. 


What is latent heat ? 

We have seen that during the passage of a body from a solid to 
a liquid state, the temperature of that body does not rise until 
fusion is complete. It must be concluded that such a body absorbs 
considerable heat, which is only effective in maintaining it in a liquid 
state. 

Such heat is said to become latent, and is not indicated by the 
thermometer. It is called the latent heat of fusion or latent heat of — 
fluidity. 

What is the latent heat of water? HS 
It can be proven by experiment to be 79° C.; that is, 79 heat- 


units will disappear during the change of ice at 0° C. to water at 
same T’.; according to Bunsen, 80.025 units. 
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If we take 1 lb. of water at 79° C., and 1 lb. of water at 0° C., 
the 'T. of the mixture will be the mean. But 1 lb. of water at 79° 
C. and | lb. of zce at 0° C. give a different result. 


Pin, weer et. To U).- or- 174.2 

Dis Water at OCC “or. 3K. 
2)79 2)206.2 

2 lb. water at 39.5°C. or. 103.1° F. 


Une loses as much as the other gains. Now take 


1 |b. water at 79° C. or 174.2° F. 

1 Ib. tce at CF ocr, Bak 

Result is 2 lb. water at 0°C. or — 32° FE. 
Lodvot. 79°-C;: or: 14227 F. 


Apparently, 79°C. have disappeared. It has done work—viz. 
melted ice without raising its temperature. 

This will be better understood if we put 1 lb. of ice at 0° C. na 
beaker, and the beaker in a vessel of boiling water. At the same 
time put in the boiling water another beaker containing 1 lb. of 
water at 0° C. Note the T. in the two beakers at the moment all 
the ice is melted. It will be found that the T. of the ice-beaker has 
not changed, while the other has risen to 79° C. Both received the 
~ same amount of heat; hence the amount which disappeared in 
changing the state of ice was 79° C. This heat is not lost, for it 
will be given up when a reverse change takes place—when water 
becomes ice again. A thermometer cannot detect the difference 
between ice at 0° and water at 0°, though there are 79° difference. 
To cool off a patient most effectively, therefore, you would use 
pounded ice, and not ice- water, for the ice extracts 79° C. from him 
before it becomes ice-water. 

Kach substance has its peculiar degree of heat, which it makes 
latent. 


Latent heat of Hg is 5°C. 
66 66 (= Ag 74 gL. 
74 66 66 Tn GC 92°. 
66 66 x4 H,O 66 70. 04° 
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What will be the result of the following mixtures? 
(1) 5 lb. of water at 142° F. = 710 heat-units. 


3 Ib. ee ee Sa, Bee i 
8 Ib. water 8)806 heat-units. 
100.7° F. Ans. 
(2) 5 lb. water at 142° F. 
8 ib. Age Fes, 


The water has 710 heat units. The ice will absorb 142 * 3 = 426 


units in becoming water at 32°, leaving 710 — 426 = 284 units. But — 


3 lb. water at 32° will have 96 units + 284 = 380 -+ 8 =47.5° F. Ans. 


What is the process of solution ? 

A body is said to dissolve when it becomes diffused through a 
liquid. It may be a chemical combination because (1) all liquids do not 
dissolve all solids as they would mechanically ; (2) gravity is overcome. 

Fusion, we saw, was produced by heat more or less directly applied. 
The dissolving liquid is called the solvent, and the resulting liquid is 
called a solution. When the adhesion between the solid and liquid 
is satisfied or balanced by the cohesion in the solid, the solution is 
said to be saturated: when the solution will take up much more of 


the solid it is dilute, and concentrated when it will take up none or — 


but little more. 

Heat generally weakens cohesion more than adhesion; so, with 
few exceptions, hot liquids dissolve solids more rapidly than cold 
ones. Water is the great solvent. 


What changes of temperature occur during solution ? 

‘ During solution, as well as in fusion, a certain quantity of heat 
becomes latent ; hence the solution of a substance produces a dimi- 
nution of T. In certain cases, however, the T. actually rises, as when 
caustic potash is dissolved in water. 

But here are two opposite phenomena. One is the change of the 
solid to a liquid state, which always lowers T. ; the other is a chem- 
ical combination, which raises T.; and as one or the other of these 
two effects predominates, or as they are equal, the T. either rises or 
sinks or remains constant. If we put sulphocyanide of ammonium 
into hot water, the temperature will fall below the freezing-point. 
The water has to give up all its heat to make the substance liquid. 


Ay 
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What is solidification or congelation and its laws? 


Solidification is the passage of a body from a liquid to a solid 
state. Its laws are analogous to those of fusion. 

1. A liquid cannot solidify until it has reached a fixed T.—viz. its 
Sreezing-point—and this varies for each liquid. 

2. The temperature remains constant from the commencement to 
the end of solidification. 

A third law might be added: A liquid cannot solidify until all the 
latent heat is out of it. 

Certain fats after repeated fusions seem to undergo a molecular 
change which alters their melting-point; hence an exception to the 
first law in regard to a fixed T. for each liquid. The latent heat 
absorbed during fusion becomes free at the moment of solidification. 
Farmers understand this, and keep a barrel of water in their root- 
cellar. It serves as a reservoir of heat. Water on freezing gives 
out a great deal of heat—at alow T., it is true, yet high enough to 
protect the vegetables. 


What is crystallization? 


Crystallization is due to the property of polarity, and is a process 
of solidification. Nearly all substances crystallize in passing from a 
liquid to a solid state. Nobody knows why some minerals and some 
complex organic bodies, like albumins, will not crystallize. Such 
. substances are colloids. 

If crystals are formed from a body in fusion, as sulphur or bis- 
muth, the process is said to take place by the dry way. Crystals 
are formed better in the slow process of cooling or by slow evapora- 
tion. This is the moist way. Some crystals in nature weigh tons. 
Beryl, a faded emerald, is an example. 


What conditions may retard the point of solidification ? 


If a liquid is placed under peculiar conditions, it may be cooled 
several degrees below its freezing-point and not solidify—a curious 
state of unstable equilibrium, called surfusion. 

Place water freed from air by boiling in a clean vessel, and it may 
be cooled to —15° C. without freezing. It has to be started by 
agitating it or putting in something for a nucleus, like a grain of 
sand, when it freezes at once. Such solidification takes place very 

7 
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rapidly, and is sufficient to raise the T. of the liquid up to the ordi- 
nary freezing-point, when solidification is completed. 

Rapid agitation prevents the formation of ice. 

Water in capillary tubes can be lowered to —20° C. without 
' freezing; thus sap may remain unfrozen in the capillary vessels of 
plants in severe weather. Powerful pressure retards the freezing of 
water, probably by opposing its tendency to expand. 

Salts in solution or foreign bodies lower the freezing-point. Sea- 
water freezes at —3° C. (27° F.). Its ice is quite pure, leaving a 
saturated solution behind. . 


What change of volume takes place on solidification or lique- 
faction ? 

The expansion of bodies generally increases as they approach 
their melting-points, and this is followed in most cases by a further 
expansion at the moment of liquefaction, so that a liquid oeeupies 
a greater volume than the solid from which it was formed ; hence it 
is lighter. Water presents a remarkable exception: it expands at 
the moment of solidifying, so that 10 parts of water go to form 11 
parts of ice; therefore ice floats, having a greater volume. An ice- 
berg is about 7; out of water and +9 under water. 

The sp. gr. of ice is .9178. This increase of volume in forming 
ice is accompanied by an almost irresistible force, which is one of the 
most powerful agents of nature and a most lucrative source of in- 
come to the plumber. It splits stones, moves rock-beds, and disin- 
tegrates the earth’s surface. 

Major Williams of Canada filled an iron bombshell with water, and 
firmly closed the vent with an iron plug weighing 3 lb. He exposed 
it to the frost of his country, and after a while the plug was thrown 
415 feet with a loud explosion. 

Cast iron and Bi expand on cooling like water. Pb and Sb con- 
tract, yet an alloy of these two—viz. type-metal—expands and fills 
moulds. 


What is the principle of freezing mixtures? 

The absorption of heat in the passage of bodies from a solid to a 
liquid state has been used to produce artificial cold. So-called jfreez- 
ing mixtures are used—either two solids or a solid and a liquid which 
have chemical affinities for each other. It is a chemical operation, 


THIRD EFFECT OF HEAT.—ETC. 99 


and if the solid can get heat enough from its surroundings, it will 
liquefy, and its neighbor will freeze, being robbed of its heat. When 
we mix about 2 parts of snow or pounded ice with 1 part of common 
salt, the affinity of salt for water liquefies the ice, and the resulting 
liquid dissolves the salt, both operations requiring heat from else- 
where. This will give aT. of —18°C. Chloride of calctum and snow 
in parts of 2 to 3 will produce a T’. of —45° C. and will freeze He. 
Sulphocyanide of ammonium is also a most. remarkable freezer. 


Vapors. 
Define vapor. 

A vapor is an aériform fluid easily changed to a liquid; it is an 
easily condensible gas. A gas is not so easily changed. 

Volatile liquids are those which possess the property of passing 
into an aériform state, as ether or alcohol. Fixed liquids do not 
form vapors at any temperature without undergoing chemical decom- 
position; such are the fatty oils. Fatty or fixed and essential or 
volatile are the terms used. 

Some solids, like ice, camphor, or carbonate of ammonium, and in 
general all odoriferous substances, pass directly into a state of vapor 
without first becoming a liquid. The condensed vapor is a sublimate. 
Definitions. 

Vaporization is the general term by which to designate the pas- 

sage of any substance into a vapor or gas. 

Evaporation means the slow production of a vapor or gas at the 
free surface of a body, solid or liquid. 

Boiling or ebullition is the rapid production of vapor in bubbles 
throughout the mass of the liquid itself—bubbles from the bottom of 
the liquid in boiling; bubbles from the top of the liquid in evapora- 
tion. 

The singing of the tea-kettle is due to the condensation of steam 

from the lower strata by the upper colder layers. 

Heat hastens evaporation. It takes place over a wide range of 
T. It has no fixed point, and may take place with the same liquid 

at very different temperatures, though there are limits below which 
it does not occur. Hg is said not to evaporate below 0° C. 


Define boiling-point. 
Boiling, on the other hand, takes place at a fixed T., and the bovl- 
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img-potnt of a liquid is that point where the tension or pressure of 
its vapor equals the pressure it supports. 

A colorless gas is invisible, though a colorless liquid is not, due to 
its different refractive powers. Five gases have color—Cl, Br, I, 
and two of N. Vapors are transparent like gases, and usually col- 
orless. Steam is colorless, and consists of bubbles of water in air. 
Only a few colored liquids give off colored vapors. 


Do vapors have elastic force ? 

Vapors have elastic force like gases, and exert pressures on the 
sides of the vessels in which they are contained. This tension 
varies with different vapors. Cold and pressure convert the vapor 
into a liquid, and, on the other hand, heat converts the liquid back 
into a vapor. 

What are the laws for formation of vapors in vacuo? 

Put into Torricellian vacua various liquids, as a few drops of water, 
alcohol, and ether into B, C, and D of Fig. 
36. A stands as a barometer. When the 
liquid reaches the vacuum, instantly the 
column of Hg falls. This cannot be due to 
the weight of the few drops of liquid intro- 
duced, but rather to the formation of some 
vapor whose elastic force has depressed the 
Hg. 

The depression is greater for alcohol than 
for water, and greater for ether than for 
alcohol. 

We consequently obtain two wer 

1. In a vacuum all volatile liquids are 
instantaneously converted into a vapor. 

2. At the same temperature the vapors of 
different liquids have different elastic forces. 
What is a saturated vapor ? 

Suppose we continue to add ether to D 
until it ceases to vaporize and remains liquid. 
The depression of the Hg column also ceases, 
and the space is said to be saturated. A vapor that is in contact 
with its parent liquid is saturated. 
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Does a saturated vapor obey Boyle’s law ? 


There is a limit to the tension of a saturated vapor. To show 
there is a maximum of tension which the vapor cannot exceed, dip 
a barometric tube in a deep bath of Hg. Add ether in excess to 
the Torricellian vacuum. Note the height of the He column, and 
now, whether the tube be depressed, which tends to compress the 
vapor, or whether it be raised, which tends to expand it, the height 
of the column of Hg is constant; only the length of the space above 
changes. : 

_ When this saturated vapor is compressed, a portion returns to the 
liquid state; when pressure is diminished, a portion of the excess 
of liquid vaporizes, and in both cases the tension and density of the 
vapor remain constant, therefore disobeying Boyle’s law. 


How do unsaturated vapors behave? 


A non-saturated vapor behaves exactly like a gas, and is subject 
to Boyle’s law. . 

Jf in the above experiment we introduce only a little ether, so its 
vapor is not saturated, and then raise or depress the tube, the Hg 
column will rise and fall, showing that the elastic force of the vapor 
diminishes and increases ‘‘inversely as the pressure.’’ Whenever 
unsaturated vapor is heated, it expands like a gas. Ordinary gases 
are not saturated, and we may define a gas as an unsaturated vapor. 
' Every gas is the vapor of some liquid; only vapors are easily turned 


back, and a gas is not; e. g. oxygen gas. 


What can be said of the tension of aqueous vapor? 


Kven below zero, water evaporates; aqueous vapor is present, 
and has tension. If water at 0° C. be introduced into a Torricellian 
vacuum, its vapor will depress the Hg column 4.54 mm. ; at —30° 
C. the depression will be 0.36 mm. 

The reason that water does not boil in an open vessel below 100° 
©. is, that the tension of its vapor cannot lift the weight of the 
atmosphere. Above 100° C. the tension is measured by a manome- 
ter or pressure-gauge, and the corresponding T’. has been determined 
by experiment. If the pressure show 105 lbs. to the sq. in.—that 
is, 7 atmospheres (7 X 15)—it would correspond to 165° ©. 
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100.0° C. corresponds to a pressure of 1 atmosphere. 


126.67: - . : 2 atmospheres. 
133.9° C6 C6 C6 e6 3 Ge 
152.0° (5 66 66 66 5 a4 
180. 3° 66 66 6¢ 66 10 Ge 
933:0° ce 66 ce 74 20 ce 


The tension of vapors of mixed liquids may be equal to the sum 
of the two taken separately if the liquids have no solvent action on 
each other. If they dissolve in all proportions, the combined ten- 

sion is an intermediate one. 


What causes affect the rapidity of evaporation 2 


The evaporations from seas, lakes, soil, ete. rise in the atmosphere, 
form clouds, condense, and fall as rain. Air does not take up vapor 
like a sponge, for if it were wholly removed there could be just as 
much aqueous vapor present. 

Four causes influence the rapidity of evaporation: 


(1) Temperature ; 

(2) Quantity of the same vapor in the surrounding atmo- 
sphere ; 

(3) Renewal of this atmosphere ; 

(4) Extent of surface. 


(1) Increase of T. accelerates evaporation by increasing the elastic 
force of vapors. (2) No evaporation could take place in a space 
already saturated with the vapor of the same liquid. (3) is simi- 
larly explained, for if the air or gas which surrounds the liquid is 
not renewed, it soon becomes saturated and evaporation ceases. 
Note the old lady drinking tea: she pours it into her saucer to get 
extent of surface (4), and blows upon it for renewal of atmosphere. 

The above causes hold good for evaporation in vacuo. 


What are the laws of boiling? 


1. Pressure raises the boiling-point of all substances. 2. The 
temperature at which liquids boil differs for different substances, but 
is invariable for the same substance if the pressure is constant. 3. 
During the process the temperature remains constant until all ts 
vaporized, 
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The boiling-point under one atmosphere is 
37° C. for ether. 


78° ** ** aleohol. 

100° ‘* ‘* distilled water. 
‘117° “ ** acetic acid. 
325° “* ** sulphuric acid. 


It has been shown that in an homologous series of fatty acids each 
difference in composition of CH, is attended by a difference of 19° C. 
in the boiling-point. 


What is the effect of substances in solution on the boiling- 
point ? . 

The boiling-point of water is raised by the presence of salts in 
solution; acids also have the same result; but substances mechan- 
ically suspended, as bran or shavings, do not affect it. A saturated 
solution of common salt does not boil till 102° C. is reached. Salt 
nas affinity for water, and the extra 2° are required to overcome this 
affinity. The absence of dissolved air exerts a marked influence. 
Water that has been freed from air by prolonged ebullition zan be 
raised to 135° C. without boiling; or boiled-out water covered by a 
layer of oil can be raised to 120° C., when it suddenly begins to boil 
with almost explosive violence. 


What effect does the nature of the vessel have on the boiling- 
point ? 

It has something to do, depending upon whether its surfaces be dirty 
and rough or smooth and clean; the latter condition retards boiling. 

If water boils in a copper vessel at 100°, it will boil m a glass one 
at 101°; and if the glass had been previously cleaned by H,SO, and 
potash, the T. could be raised to 105° or 106° without boiling. After 
it begins to boil, the T. goes down at once to the normal boiling-point. 
Whatever be the boiling-point of the water, the T. of its vapor is un- 
influenced by the nature of the vessel. The vapor, however, of boil- 
ing saline solutions is probably the same as that of pure water. 
How may the influence of pressure be shown? (Franklin’s exp.) 

Pressure is the controlling condition. As pressure increases or 
diminishes, the tension of the vapor, and therefore the T. necessary 
for ebullition, must increase or diminish. A liquid may have an 
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indefinite number of boiling-points. Place a dish of warm water 
under the receiver of an air-pump. As the air is exhausted the 
liquid begins to boil, when the tension of its vapor can overcome that 
of the rarefied air. Heat and cold can 
sometimes have the same effect, thus : 
Boil water in a glass flask, and when 
~ all the air has been expelled by steam, 
: cork it and invert as in Fig. 37. If 
the bottom be now cooled by cold 
water, the inside vapor will condense, 
and so diminish the pressure that the 
liquid boils. 

In consequence of this diminution 
of pressure water boils on high moun- 
tains at temperatures lower than 100° 
—on Mont Blane at 84° C.; in Quito, 
S. A, ak 90° ©, 


What is the principle of the vac- 
uum-pan ? 

This principle of rapid evaporation 
under feeble pressures is made use of in refining sugar and condens- 
ing milk and preparing some medicinal extracts. 

The syrup, for instance, is put into an air-tight vessel, called a 
vacuum-pan, which is exhausted by a steam air-pump, and evapora- 
tion goes on at a low T., which does not injure the syrup. Five 
quarts of milk are made into one of condensed milk. 

On the other hand, by increasing the pressure to 2 atmospheres 
water only boils at 120° C. The fluid in the pulse-glass and some 
toys boils on the above principle of reduced pressure. 


What is the water-hammer ? 

All natural water has air and other gases in it. When these are 
boiled out, the water resounds on the sides of the vessel, constitut- 
ing a water-hammer. Such boiled-out water behaves in a peculiar 
fashion. A sudden burst of steam may occur from such water, thus 
perhaps explaining some boiler explosions. 


What is the boiling-point of a mixture ? 
The boiling-point of a mixture depends on the proportion of each 


Fig. 37. 
he ie 
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ingredient. If the two liquids mix in all proportions, as aleohol and 
water, then their boiling-point is the mean; which is not the ease 
with unequally mixing liquids. 

How may heights be measured by the boiling-point ? 

We may find out the heights of mountains, using the thermom- 
eter instead of the barometer. Suppose water boils at 90° on the 
top of a mountain, and at 98° at its base. Tensions of aqueous 
vapors for different temperatures have been determined, and so the 
tensions for these temperatures are sought in tables. They will give 
barometric heights, and from these the height of the mountain can 
be calculated. 

An ascent of about 1080 ft. produces a diminution of 1° C. in the 
boiling-point, or 600 ft. for 1° F. The instruments used for this 
purpose are called thermo-barometers or hypsometers, and they deter- 
mine heights by means of the boiling-point to within about 10 ft. 


What is the critical point or temperature? 

It is that T. above which no amount of pressure can prevent a 
liquid from going into a gaseous state. If alcohol which half fills 
an hermetically-sealed tube be subjected 
to sufficient heat, a moment is reached 
at which the liquid suddenly disappears 
and is converted into vapor at 207° C. 
This is its critical point, and below it 
there is a sharp line of demarkation 
between the liquid and the gas; above 
it is perfect continuity between the two, 
and vapors above the critical temper- 
ature are permanent gases. 


Describe Papin’s digester and its 
uses. 

Papin’s digester is a contrivance with 
an opposite principle to that of the 
vacuum-pan, and is used for boiling 
under pressure in closed vessels. Pat- 
ent sowp-kettles are for the same pur- 
pose, and useful where a higher JT. than 100° is required. The 
digester consists of a cylindrical iron vessel with a cover fastened 
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by a screw B (Fig. 38). AtS is a safety-valve arrangement regu- 
lated to any desired pressure. ‘The cylinder is filled about two- 
thirds full of water, for example, and placed over a fire. The T. 
of the water may thus be increased far above 100°, and the tension 
of its vapor raised to several atmospheres. On high mountains 
water boils at such low T’. in open vessels that the degree of heat is 
not sufficient to soften animal fibre and extract the nutriment. Hggs 
are said not to cook by boiling on top of Mont Blane. So the 
digester is used for preparing food, and also for the extraction of 
gelatin from softened bones. 


Explain the latent heat of vapor. 

As the T. of a liquid remains constant during boiling whatever 
be the source of heat, it follows that a considerable quantity of heat 
must be absorbed, the only effect of which is to change the liquid 
into a gas. Conversely, when the saturated vapor passes back to 
the liquid state, this latent heat is given up and becomes sensible 
heat. Such heat is called the latent heat of evaporation, analogous 
to that of fusion. There is an enormous amount of it in vapor 
which does not show itself by a thermometer. It does great inter- 
nal work in overcoming the cohesion among the liquid molecules, 
and in causing them to separate and repel each other, as they do in 
a gas. The latent heat of steam—properly speaking, of water at 
100° C.—is 535.9 calories. very substance has its own peculiar 
latent heat. For alcohol vapor it is 208°, for ether it is 90° C. 
This means that as much heat would be required to convert 1 Jb. 
of water at 100° to a vapor at 100° as would raise 1 lb. of water 
through 536°, or 536 lb. through 1°. 

Steam-heating is made possible by using this latent heat; the 
steam, condensing, gives up its 536° previously received. 

Watt, who investigated this subject, thought that latent heat was 
a constant quantity—i. e. the lower the T. the greater the latent 
heat, and vice versa. 

Regnault found that the total quantity of heat necessary for the 
evaporation of water zncreases with the T., and is not constant, as 
Watt had supposed. He represented it by this formula: 


Q = 606.5 + 0.305 ¢, 
where Q is the total quantity of heat at the temperature of the 


THIRD EFFECT OF HEAT.—ETC, 107 


water during evaporation, and the numbers are constant quantities. 
The quantity of heat, therefore, necessary to evaporate water at 
100° 1s 606.5 + (.305 X 100) = 606.5 + 30.5 = 637°. At 150° it 
would be 606.5 +- (.305 X 150) = 652. 25°. 

As the boiling-point rises the latent heat increases. 


Show how cold is produced by evaporation. 


Whatever be the T. at which a vapor is produced, an absorption 
of heat always takes place. If this heat cannot come from without, 
it comes from the liquid itself, and its cooling is greater in propor- 
tion as the evaporation is more rapid. 

Water may be frozen thus: under the receiver of an air-pump 
place a vessel of strong H,SQ,, and over it a thin glass capsule con- 
taining water. By exhausting the receiver the water begins to boil, 
and the vapor is absorbed by the acid as fast as it is formed. Rapid 
evaporation being effected, the water quickly freezes by parting with 
heat sufficient to produce its vapor. 


Explain the cryophorus. 


Wollaston’s cryophorus consists of a bent glass tube with a bulb 
at either end. A small quantity of water is introduced and boiled 
to expel the air. It is then hermetically sealed, and contains only 
water and vapor of water. The water isin bulb A (Fig. 39), and 
_ the other bulb is immersed in a freezing mixture. 
The vapors are thus condensed, and the water 
in.A yields more. But this rapid production of 
vapor requires heat, which is abstracted from 
the water in A until its T. is so reduced that it 
freezes. - 

Again, if water in a test-tube be placed in a 
vessel of ether and the evaporation of the ether 
be hastened by a bellows, the water in the tube 
can be frozen. Hg can be frozen by evaporating 
liquid SO, around it. 

Some of the means for producing local anzesthesia depend on the 
cold produced by the evaporation of volatile substances, as rhigolene 
spray or a mixture of chloroform, menthol, and ether. 

The cooling effect produced by a wind does not arise from the 
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wind being cooler—it may even be warmer—but it is due to the 
rapid evaporation on the surface of the skin. 

Water is cooled in hot countries by placing it in porous earthern 
vessels, called alcarrazas. The water percolates through the sides, 
so that there is a continual evaporation on the outside, cooling the 
contained water. 


What is the principle of ice-machines ? 

Ice-making and cold-producing machines depend upon the princi- 
ple of taking away the latent heat of water; which heat is all that 
prevents it from being a solid and only keeps its molecules in 
motion. 


What is Harrison’s method ? 

Harrison uses the rapid evaporation of ether produced by a steam 
air-pump. In the ether is immersed the vessel of water to be frozen. 
The vaporized ether can be condensed and used again. 


Describe Carré’s ice-machine ? 
This apparatus depends upon the distillation of ammonia. A 
boiler C is connected with the freezer A by a stout tube (Fig. 40). 


The freezer has two concentric envelopes, the annular space alone 
communicating with the tube from C. Ice is formed by two distinet 
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operations: First, the boiler, containing a strong solution of ammo- 
nia, is placed on a furnace I and heated to about 130° C., and the 
freezer is placed in cold water. The ammoniacal gas is disengaged 
from F’, and by virtue of its own pressure is liquefied in the annular 
space of A. This distillation lasts for about an hour and a quarter. 
Next, the boiler is put in cold water, and the freezer outside (Hig. 
41), which contains the vessel G, about three-fourths full of the 
water to be frozen. As the boiler cools its internal pressure is less- 
ened, and the liquid ammonia in A becomes gaseous and passes to 
©. In becoming vaporized it requires a great deal of heat, and takes 
it from G, and in about an hour and a quarter a block of ice can be 
removed. 

A large apparatus of this kind can produce 800 Ib. of ice per hour, 
at the cost of less than + cent per lb. 

Carré has also constructed another ice-machine, where the water 
to be frozen and H,SO, are placed under the receiver of an air- 
pump. The rate of the freezing depends upon the strength of the 
acid. Water in the carafes of hotel dining-rooms may be thus 
frozen, many water-bottles at a time being placed under the receiver 
of a steam air-pump. Large freezing-machines cost $100,000 or 
more. 

Cold-producing machines are used in breweries, for beer is fer- 
mented at alow Tl’. The storehouse for beer is a large cool cellar 
. called the lager. 

Machines for cooling large spaces depend upon the fact that ex- 
pansion of gases produces cold. Compressed air allowed to expand 
may fall in snowflakes. Such device is used in the meat-rooms of 
ocean steamers. 


How may vapors be liquefied ? 

The liquefaction or condensation of vapors is their passage from 
an aériform to a liquid state, and may be accomplished by three 
means : 

1. Cooling 
2. Pressure 
3. Chemical affinity, saturated or unsaturated. 


When vapors are condensed their latent heat becomes free and 
affects the thermometer. 


i for saturated vapors only ; 
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What is distillation? 

Distillation is an operation by which a volatile liquid may be sepa- 
rated from a solution, or by which two liquids of different volatilities 
may be separated. It depends upon the vaporization of liquids by 
heat, and upon the condensation of those vapors by cooling, and is 
possible from the fact that the boiling-points of different substances 
differ. 


Describe a still. 

A still is the apparatus used for distillation, and it consists essen- 
tially of (1) a copper body A (Hig. 42) containing the liquid and fit- 
ting upon a furnace. (2) The head B connects with (3) the worm 
S. This is a long spiral tube placed in a bath of running water. It 


Hig. 42. 


-offers a large extent of cold surface, and condenses the vapor. The 
surrounding bath of water becomes heated and runs out at the top, 
and cold water runs in from the bottom. 

If a volatile liquid like alcohol is to be separated from water, the 
mixture is heated to the boiling-point of alcohol, and not to that of 
water, which is for the most part left behind. When ships lose 
their fresh water, they can distil that-of the briny deep. The salt 
remains behind in the body of the still. 
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What is Liebig’s condenser ? 

This is a still used for laboratories, and consists of a glass retort 
and a condensing part. The latter is a straight tube surrounded by — 
running water. 


Define sublimation. 

Distillation applies to liquids, sublimation to solids; it isa distilla- 
tion whose product isasolid. If this product is compact, it is called 
a sublimate; if slightly PHSTNE, it is called flowers, as flowers of 
sulphur. 

Corrosive sublimate gets its name from the fact that mercuric sul- 
phate and common salt are sublimed—~. e. are raised by heat toa 
state of vapor—and the result of the condensation is mercuric chlo- 
ride (corrosive sublimate) and sodium sulphate. Thus: 


HegSO, + 2NaCl= HgCl, + Na,SO, 


Calomel, the mild chloride, is also a product of sublimation from 
mercurous sulphate. 

Fractional distillation is the collection of separate distilled por- 
tions between certain temperatures. 


How may gases be liquefied ? 

A saturated vapor, the T. of which is constant, is liquefied by in- 
creasing the pressure, or, pressure being constant, it is liquefied by 
. lowering the T. 

Unsaturated vapors may be brought to the state of saturation, and 
then liquefied by either diminishing the T. or increasing the pressure. 
As gases are mostly far removed from the poit of saturation, both 
cold and pressure are required for their liquefaction. Unless you 
cool a gas down to a certain T., you cannot liquefy it by any amount 
of pressure. O, was liquefied at —130° C. and at 475 atmospheres. 

Every gas has its critical T, and its critical pressure, and it cannot 
be liquefied if it is above its critical T. 


How did Faraday liquefy gases? 

Faraday’s method was to enclose in one arm of a bent glass tube 
substances whose chemical action would disengage the gas to be liq- 
uefied. In proportion as the gas is evolved, its pressure increases, 
and it ultimately liquefies and collects in the shorter arm, more espe- 
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cially if this arm be placed in a freezing mixture. Sulphurous acid 
gas can be thus liquefied by placing copper and sulphuric acid in the 
long arm: 


Cu + 20,80, = CuSO,+ 8O, +20. 


Sulphuric acid and carbonate of sodium in the long arm produce 
CO,., which is liquefied in the short arm. 

Liquid CO, and N,O (laughing gas) fall in flakes like snow when 
escaping from a tube, and together will produce a cold of —166° C. 
by evaporation ; —210° C. is obtained by evaporating liquid air. 

Krupp made use of the evaporation of liquid CO, to reduce the 
temperature of old cannon, and thus enable him to get the ‘‘re- 
enforce’’ off the gun. Four gases are liquefied for commercial 


use—NH,, SO,, CO,, and N,O. 


What are Dalton’s laws of the mixture of gases and vapors? 
1. The pressure and the quantity of vapor which saturates a given 

space are the same, whether this space contains a gas or is a vacuum. 
2. The tension of the mixture is the sum of the tensions of each. 


Discuss the spheroidal state. 

The phenomena of liquids thrown upon incandescent metals were 
observed by Leidenfrost a century ago. When a drop of water is 
thrown upon red-hot platinum, it does not spread itself nor moisten 
the dish, but assumes the form of a flattened globule. It has passed 
into the spheroidal state. ; 

The globule rests upon a cushion of its own vapor produced by the 
heat radiating to its under side. If the platinum cools, not enough 
vapor is formed to buoy up the globule, and it now touches the metal 
and is rapidly dissipated. All volatile liquids can assume this condi- 
tion. For water the dish must have a T. of 200° C. 

The T. of liquids in this state is always below their boiling-points. 
Take, therefore, some liquid SO,, whose boiling-point is —10° C., 
and place it in a red-hot platinum dish. It assumes the spheroidal 
state, with a T. perhaps of —11° C. If the same quantity of water 
is added, the SO, is vaporized, getting its heat from the water, which 
is consequently solidified. By a little dexterity a lump of ice may be 
thrown out of a red-hot crucible. 

Experiments on this state explain the fact that the hand may be 
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dipped into molten lead or iron without injury. The natural moist- 
ure of the hand acts as a cushion of vapor, preventing. contact of 
metal and skin. The tales of ordeals by fire in the Middle Ages, of 
men who could run barefooted over red-hot iron and not be burned, 
are possibly true, and here find an explanation. 


What is the density of vapors? 

The density or specific gravity of vapors is the relation between 
the weight of a given volume of this vapor and that of the same 
volume of air or of H gas, temperature and pressure of course being 
the same. The density depends upon the chemical composition, and 
is + the weight of the molecule on the H unit, or g¢s% of the mo- 
lecular weight on the air unit. 

So we can always find the sp. gr. of a gas if we know its formula 
and atomic weights. (See pp. 48, 49.) 


CHAPTER X. 


HYGROMETRY. 
What is hygrometry? 


It is the science of moisture, and its province is to determine the 
quantity of aqueous vapor contained in a given volume of air or to 
obtain the percentage of saturation. 

The hygrometer is an instrument used for this determination. 


What is the hygrometric state? 

The hygrometric state, or degree of saturation, is the ratio of the 
quantity or elastic force of aqueous vapor actually present in the 
atmosphere to that which it would contain if it were saturated. In 
general, the air is never saturated. 

The absolute moisture is the weight of water actually present in 
the form of vapor in the unit of volume. 

So we may judge the amount of moisture present in two ways; 
(1) by getting the actual amount; (2) by getting the ratio in per- 


centages. 
8 
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What is the hygroscope? 

The hygroscope is an instrument simply showing whether air is 
moist or dry. The chloride of cobalt does this: when dry it is pink, 
turning red when moist. From the nitrate or chloride of this metal 
the toy ballet-dancer is made, changing color according to change of 
weather. 

Fibres of various kinds are hygroscopic, elongating when moist 
and shortening when dry. Wool, hair, and paper have affinity for 
moisture. 


What is the dew-point? 

The dew-point is that T. at which air is saturated, or it is the T. 
at which moisture is first deposited from the surrounding air. Fill 
a pitcher with ice-water, and the layer of air in contact with the 
pitcher cools until a point is reached at which the vapor present in 
air is just enough to saturate it. The least diminution of 'T. causes 
the moisture to be precipitated on the pitcher in the form of dew. 
If the object on which dew falls is below zero, the dew freezes and 


Frost results. 
Fie. 438. 
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Describe the different varieties of hygrometers. 


(1) Chemical ; 
(2) Oendeaend as Daniell’s dew-point hygrometer ; 
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(3) Psychrometers, as wet- and dry-bulb hygrometer ; 
(4) Absorption hygrometers. 


(1) The method of the chemical hygrometers consists in passing a 
known volume of air over a substance which readily absorbs moist- 
ure—e. g. chloride of calcium. The substance having been weighed 
before the passage of air, and then afterward, the increase in weight 
_ represents the amount of aqueous vapor present. ‘Two brass aspira- 
tors A and B (Fig. 43) act alternately. The lower one is always in 
connection with the air, while the upper one is connected with the 
two tubes M and N filled with CaCl,. N absorbs the vapors to be 
weighed, and M stops any which might come from the reservoirs. 
The lower reservoir being full of water, and the upper one of air, 
the apparatus is inverted. A partial vacuum forming in A, air 
enters by N M. When all the water is run into B, it is again 
inverted, and another measure of air is drawn through. We can 
thus find the amount of vapor in a definite volume. 

(2) Condensing hygrometers are dew-point hygrometers. Daniell’s 
and Regnault’s belong here. 

Daniell’s hygrometer consists of two glass bulbs at the ends of a tube 
bent twice. The bulb A is black and filled 
two-thirds full of ether, while B and the 
tube are full of the vapor of ether. A 
_ thermometer dips into A. Bulb B is cov- 
ered with muslin, and ether is dropped 
upon it, which by evaporation cools this 
bulb. The internal tension is thus dimin- 
ished, and the ether in A vaporizes, which 
cools this bulb. The layer of air in con- 
tact has its T. so lowered that it becomes 
saturated and deposits a ring of dew. The # 
T. of this point is noted by the thermome- £74 . 
ter inside. The addition of ether to B is BY 
stopped, and as the T. of A rises the dew 
disappears. This point is also noted, and 
the mean of the two is the dew-point. 
The T. of the air is taken by the ther- 
mometer on the stem. 


Fig. 44, 
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As the hygrometric state is the ratio of the pressure of the vapor 
actually present to the pressure that air could have at saturation, we 
find these pressures from tables. Suppose the T. of air at satura- 
tion—viz. dew-point—was 5°; the corresponding tension is 6.534 mm. 
Suppose the T. of air was 15°, its tension would be 12.699. Divide 
the former by the latter, and we have 0.514 for the hygrometric 
state, or, as percentage expresses it better, 51.40%, over half 
saturated. 

A proportion gives the same 


12.699 : 6.5384: : 100% : a (51.40%). 


Saturated air at 70° F. contains 14% by weight of moisture. In 
summer the dew-point is rarely more than 33° F. below the atmo- 
spheric T. 

Regnault’s hygrometer is on the same principle as Daniell’s, and 
is freer from sources of error. The readings are made by a tele- 
scope, so that the observer’s body-T. may not modify the result. 

(3) The psychrometer, or wet-bulb hygrometer, depends upon the 
principle that a moist body evaporates in air more rap- 
idly in proportion as the air is drier. In consequence 
of such evaporation, the T. of the body sinks. 
Two thermometers are placed on a wooden stand 
(Fig. 45). One bulb is covered with muslin, and 
kept continually moist by a string leading from a res- 
ervoir of water. As the other bulb is dry, we may 
call this the wet- and dry-bulb hygrometer. Unless 
the air is saturated, the thermometer with the wet 
bulb always indicates a lower T. than the other, and 
the difference between the indications of the two ther- 
mometers is greater in proportion as the air can take 
up more moisture. A formula is devised and tables 
are furnished for getting the degree of percentage 
saturation. 

(4) Absorption hygrometers are based on the princi- 
ple that organic substances elongate when moist and 
contract as they become dry. The hair hygrometer is 
the most common form, and is only a hygroscope. A hair is turned 
around a pulley, and supports a small weight; its upper end is 
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fastened by a clamp. On the pulley there is a needle moving over a 
graduated scale. Various mantelpiece ornaments belong to this 
class. Their indications are always behindhand, and not exact. 


How does moisture affect the death-rate, etc. ? 

Air is dry or moist according as it is more or less distant from its 
point of saturation. Our judgment is independent of the absolute 
quantity present. 

Summer air containing 13 gm. of aqueous vapor to the cubic 
metre is very dry, as it could contain 22 gm. If winter air of 
the same volume contained 6 gm., it would be very moist, for it is 
nearly saturated. 

When a room is warmed the quantity of moisture is not dimin- 
ished, but the humidity of the air is lessened, because its point of 
saturation is raised. ‘The discomfort to us depends more upon the 
degree of saturation than upon the T. 

Air at 100° F. and partly saturated is better borne than air at 70° 
F. and fully saturated, in which latter case evaporation of perspira- 
tion is hindered. 

The high death-rate among children in large cities, especially in 
July and August, is due to the combination of high T. and a high 
degree of saturation. This causes gastro-intestinal disorders and 
cholera infantum, and milk, their chief food, readily undergoes fer- 
mentation. 

If a country has a low T. and high humidity, there is an increase 
of pulmonary diseases. 


x CHAPTER XI. 
TRANSMISSION OF HEAT. 


How may heat be transmitted ? 
By— 
1. Conduction ; 
2. Convection; 
3. Radiation. 
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Conduction, as from one end of a rod to the other; convection, by 
currents in liquids or gases—the molecules travel; radiation, as the 
sun radiates or emits both heat and light. 


Discuss the conductivity of solids. 

Good conductors are those which readily transmit heat. Bad 
conductors transmit it, but not readily. The conducting powers of 
metals are all different. This may be seen by fastening glass balls 
or marbles with wax to the ends of iron, copper, wood, and glass 
rods. These rods are made to receive each the same amount of heat, 
and the balls drop off in the order of the conductivity of the sub- 
stances. Silver is the best conductor, and if it be represented by 
100, other metals follow, thus: 


Ag 100. 

Ou. 73.6. 
Au 53.2. 
Sn 14.5. 
nh. 1S 


Non-metallic substances are poor conductors. Wood conducts 
better in the direction of the fibre than transversely. 


What can be said of the conductivity of liquids? 

This is very small, as may be seen in boiling the top layers of 
water in a test-tube, while ice at the bottom is unmelted. 

Water is a better conductor than glycerin, and alcohol is } as 
good as water. Hg is the best of all. Calling the resistance of 


transmission in— 
Water 1, 


Glycerin is 3, 
Alcohol is 9, 
Chloroform is 10. 


Do gases have conductivity ? 

This is a disputed point. Their conductivity is certainly small. 
Hydrogen, however, offers an exception, conducting seven timesas well 
as air, but only zy}q9 a8 well as Cu, indicating the metallic nature of H. 

Heat is propagated in gases by convection. 

Ag is the best conductor among solids. 
He is the best conductor among liquids. 
H is the best conductor among gases. 
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What are some of the applications of non-conductivity ? 

Felt is not the non-conductor, but the imprisoned layer of air; so 
if we wish to keep a body either cold or warm, we surround it with 
a cap of felt or pack it with straw or shavings. Cold- and hot-water 
pipes are thus wrapped. The molten slag of a blast-furnace can be 
utilized by passing steam through it, making mineral wool or 
‘“‘Pele’s hair.’ Double windows keep a room warm by the inter- 
posed layer of non-conducting air. The clothes we wear are not 
warm of themselves; they only hinder the body from losing heat 
by the layer of air confined between them or in their meshes. Two 
shirts are warmer than one of double thickness. Linen is coolest 
because compact; elder-down warmest of all. Lava has been known 
to flow over a layer of ashes beneath which a bed of ice was not 
melted. A red-hot iron can be held in the hand if asbestos be inter- 
posed. When we touch iron or marble, they seem colder than they 
really are, for they readily conduct heat from us. Wooden floors 
are warmer than stone ones. 


What is convection ? 

When a column of liquid or gas is heated at the bottom, ascend- 
‘ing and descending currents are produced. The heat is thus dis- 
tributed, and not much by conductivity. The lower heated layers 
expand, and, being less dense, rise in the centre of the mass, and 
are replaced by cooler layers falling down the sides. These currents 
may be made visible by putting bran in the water. 


Radiation of Heat. 


What is radiant heat ? 

It is that which can be transmitted to a body from the source 
without altering the JT. of the intervening medium. 

If we stand near a fire, the sensation of warmth is not due to the 
T. of the air; forif a screen be interposed, the sensation disappears. 
Hence, bodies can send out rays which penetrate the air without 
heating it, as rays of light penetrate transparent bodies. The sun’s 
heat reaches us in this way. Heat travels by luminiferous ether, 
and the laws of heat and light are the same. 

We can see the direction of light-rays, but with heat the direc- 
tion has to be determined by delicate apparatus. 
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How is radiant heat detected and measured? 

Delicate thermometers may be used, or, since electrical apparatus 
is so perfect, we may transform heat into electricity, and so meas- 
ure it more minutely. 

It is found that if a bar of bismuth and a bar of antimony be 
soldered together at one end, and the free ends be joined by a wire, 
a current of electricity will go through the wire when the solder at 


Fie. 47. 


Fig. 46. 


C: 


C is heated (Hig. 46). If the soldering is cooled, an opposite cur- 
rent results. If a number of such bars be soldered alternately (Fig. 
47), the intensity of the current is increased, and a smaller degree 
of heat can be appreciated. Such arrangement is called a thermo- 
pile or thermo-electric battery. (See p. 318.) 

Melloni’s thermo-multiplier consists of this thermopile attached to 


Fig. 48. 


a galvanometer (Fig. 48). The thermopile is in the rectangular box. 
The cone © concentrates the thermal rays. Gis the galvanometer, 
the needle of which is deflected according to the strength of the 
current. (See p. 262.) Boys has combined the above into one 
instrument called the radio-micrometer, suspended by a torsion fibre 
in the field of a strong magnet. It indicates sogodqq00° C. 
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What are the laws of radiation? 

1. Radiation takes place in all directions round a body. 

2. In a homogeneous medium radiation takes place in a straight 
line. 

3. Radiant heat is propagated in vacuo as well as in air. 


What are the laws of intensity of radiant heat? 

1. The intensity is proportional to the temperature of the source. 

2. The intensity is inversely as the square of the distance. 

3. The intensity is less the greater the obliquity of the rays with 
respect to the radiating surface. 

The truth of the second law follows from the geometrical princi- 
ple that the area of a circle increases as the square of the radius. 
It will be further noticed under Liaut. 


4 


What is Prevost’s theory of exchanges? 

All bodies constantly radiate heat in all directions. If two neigh- 
boring bodies have different temperatures, the one with the higher 
will lose heat, for the rays it emits are of greater intensity than 
those it receives. Ultimately, the T. of both becomes the same, 
but heat is still exchanged, only each receives as much as it 
emits. 


What are the laws of reflection of heat ? 

In Fig. 49 let m n be the reflecting surface, C B the incident ray, 
B A the reflected ray, and B D a line perpen- 

| dicular to the surface called the normal. CB lori 

D is the angle of incidence, D B A the angle 
of reflection, being formed by the meeting of 
the incident and reflected rays with the per- 
pendicular. ‘The two laws, like those of light, 
are— 

1. The angle of incidence ts equal to the angle of reflection. 

2. Both the incident and reflected ray are in the same plane with 
the perpendicular to the reflecting surface. : 

Reflection from concave mirrors to a definite point called the focus 
is governed by the same laws. 

Heat and light laws are the same for reflection, refraction, disper- 
sion, polarization, etc. 
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Describe the reflecting, absorbing, and radiating power. 


The reflecting power of a substance is its property of throwing off 
a greater or less amount of incident heat. Polished silver and brass 
are best reflectors. Lampblack and white lead reflect none. 

The absorbing power of a substance is its property of allowing a 
greater or less quantity of incident heat to pass into its mass. It is 
inversely as its reflecting power, yet not quite complementary. If 
lampblack absorbs 100 parts, metals absorb 13. 

Incident heat is divided into three parts: Ist, one which is ab- 
sorbed; 2d, another which is regularly reflected; and 3d, a part 
which is irregularly reflected, and is said to be scattered or diffused. 

The radiating power of a body is its capability of emitting greater 
or less quantities of heat, and is practically identical with the absorb- 
ing power. 


What is shown by the thermal analysis of sunlight? 


Rock-salt allows heat of all kinds to pass, and with a lens of rock- 
salt the sun’s rays can be concentrated upon a prism of the same 
substance, and a normal spectrum be obtained. 

By using Melloni’s thermo-multiplier we shall find that heat is 
dispersed as well as light. The multiplier is scarcely affected in the 
violet rays, but indicates a gradual rise to the red, and reaches its 
maximum outside the visible colors a half spectrum’s length from 
the red. These are called extra or ultra red or Herschelian rays. 

Artists, guided by an unconscious feeling, speak of blue and green 
as cold colors and red and orange as warm tones. 


What are diathermancy and athermancy ? 
The power which bodies have of transmitting heat is called di- 


YN athermancy, analogous to transparency in light. 


The power of stopping radiant heat is athermancy, and corre- 
sponds to opacity in light. 

Rock-salt,. bisulphide of carbon, and dry air are quite diather- 
manous. Alum and sulphate of copper are quite opaque to heat. 

The thickness of these substances and the nature of the source of 
light modify their transmitting powers. 

The transmitting power of gases is different for each gas. Gases 
were formerly thought to be transparent to heat rays, absorbing little 
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ornone. If the absorption by 1 in. of dry air is 1, that by 1 in. of 
olefiant gas is 7950, and by sulphurous acid gas is 8800. 

Several vapors are still more absorptive than these gases. Aqueous 
vapor is one of the most energetic absorbents. 

The attractions and repulsions arising from radiation are seen by 
means of Crookes’ radiometer (see p. 21). 


What are some of the applications of the above principles ? 


White bodies, except white lead, reflect heat very well. White 
clothing is best for summer, because it absorbs less heat than 
black. 

Polished metals reflect well and emit little. The polished fire- 
irons are cold, while the black fender is hot. Locomotives are kept 
bright for sesthetic effect, and because they will thus radiate less 
heat. The outer surface of stoves and hot-water apparatus should 
be dull black, as they radiate better. 

Certain bodies are used for separating heat and light in the micro- 
scope and in photography. 

Rock-salt covered with lampblack or iodine transmits heat, but 
completely stops light. Alum does the reverse, and a vessel of this 
solution or of water simply may be used to avoid the heat from an 
electric light. 

The heat waves of the sun are of two kinds—long and short. 
They pass through our surrounding ocean of air, heating it but little. 
The long waves are absorbed, but what escapes falls on the earth 
and heats it. Thence it is radiated back again, but its wave-lengths 
have been lengthened, and are now readily absorbed by the aqueous 
vapor, which acts as a “‘blanket.’’ If this watery vapor of the 
atmosphere were removed, the resulting chill from too rapid radi- 
ation would destroy all life. 

Glass does not screen us from the sun’s heat, but it does from 
any obscure or diffused heat, as that from a stove or terrestrial 
object. This is seen in hot-beds and green-houses. The sun’s heat 
passes through the glass unobstructed, but the return radiations 
from the interior have had their wave-lengths changed and cannot 
pass out. 
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CHAPTER XII. 


CALORIMETRY. 


What is the object of calorimetry ? 

Its object is to measure the quantity of heat which a body caus 
with or absorbs when its T’. falls or rises. These quantities of heat 
are best expressed by their power to raise the 'T’. of a known quan- 
tity of water. 


What is the thermal unit? 

There are, unfortunately, three. In France it is the quantity of 
heat necessary to raise the T. of 1 kilo of water through 1°C. This 
amount is called a calorie. In England and America the thermal 
unit is the heat necessary to raise 1 lb. av. of water. through 1° FE. 
Ganot combines these, and takes as a unit the amount necessary to 
raise 1 lb. av. of water through 1° C. A small calorie or therm is 
the heat required to raise 1 gm. of water 1° between 0° and 4° C. 


Define specific heat. 

The specific heat of a body is the ratio of its capacity for oid to 
that of an equal weight of water. It is also the heat required for 
raising the T. of a substance a given number of degrees. 

Specific heat raises T. Latent heat changes state. When equal 
weights of two different substances at the same T. are placed in 
similar vessels, and are subjected for the same length of time to the 
same degree of heat, their resulting T. will be unequal. He will 
be hotter than water. Both have received the same amount of 
heat ; so it seems that the heat which raises the T. of Hg through 
a certain number of degrees will raise the T. of water through a less 
number of degrees. In other words, it requires more heat to raise 
the T. of water through 1° than it does to raise the T. of Hg to the 
same extent. 

If equal weights of Hg, alcohol, and water receive the same 
amount of heat, the Hg will rise to 29°, the alcohol to 2°, while the 
water is rising 1° 
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Since heat affects the T. of water less than that of Hg or alcohol, 
water is said to have a greater capacity for heat—takes up more 
without showing it. 

Conversely, if the same quantity of water and Hg at 100° should 
be cooled down to the same point, the water will require a longer 
time, and will give out more heat than the Hg. 

If a pound of water at 100° be mixed with a pound of Hg at 40°, 
the T. of the mixture will be about 98°. That is, while the water 
has cooled through 2°, the T. of Hg has been raised 58°. 

2:58=1:29. Water has 29 times the capacity for heat that Hg 
has, and is again taken as a standard. When we say the specific 
heat of lead is 0.0314, it means that the quantity of heat which 
would raise the T. of a given weight of lead through 1° C. would 
raise the T. of the same weight of water through only 0.0314° C. 


What is the cause of the differences in specific heat? 

Of the whole heat applied to a liquid or solid, only a part goes to 
increase its T. The remainder performs internal and external work 
—7. e. overcomes cohesion and forces the molecules to take new posi- 
tions, and expands against outside resistance. If we could exclude 
these two factors, we should have left the true heat of temperature 
or the true specific heat. 

The greater the portion of heat consumed in interior work, the 
less there is left to raise its T’., and consequently the greater is its 
capacity for heat. 

- Inthe ease of water and Hg more internal work is done on the 
water, so its T. is not raised as high as that of Hg. 


What are the methods for determining specific heats? 


1. Method of melting ice ; 
2. Method of mixtures ; 
3. Method of cooling. 


The melting-ice method is based on the fact that it requires 80 
thermal units to melt 1 Ib. of ice (exactly 80.025). The substance to 
be tested is heated to a known T. and placed in a cavity in a block 
of ice and covered with ice. After some time the body cools to the. 
ice T.—viz. 0°. Now find the number of thermal units absorbed 
by the ice (80 times the number of lb. melted), and divide this 
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number by the number of degrees of heat lost by the cooling body. 
Sp. heat =F P is the number of lb. of melted ice, m is the 


weight of the body, and ¢ its temperature. We will find that 7 Jb. 
of iron at 100° C. will melt only 1 lb. of ice. The heat given out 
by the iron was 700°, not 700 thermal units; only water would give 
that, each unit corresponding to a degree. ‘The heat given out and 
the heat absorbed are equal. 

If 700 heat degrees of iron equal 80 units of the standard, 1 iron 
unit equals 0.11 of a water unit—7. e. the heat which raises iron 1° 
raises water 0.11°. 


mS Sp. heat of (on ee 


7X100 700 

Method by Mixtures.—A known weight of the substance is s heated 
to a certain T., and then immersed in water whose quantity and T. 
are known. From the T. of the water after mixing the specific heat 
is determined. A lb. of water at 100° and a lb. of olive oil at 40° 
give a mixture at 80°. 

The water has lost 20° while the oil has gained 40°. The same 
quantity of heat that raises water through 20° = raise olive oil 
through 40°; hence to raise the oil 1° requires 2§, or 0.5 as much 
heat as to raise water 1°. The specific heat of olive oil is 0.5. 

The cooling method is based on the fact that bodies of different 
specific heats will occupy different lengths of time in cooling through 
the same number of degrees. Those that have the greatest sp. heat 
will take longest to cool. 

The times, therefore, which equal weights of different bodies re- 
quire for cooling through the same range of T. are directly as their 
specific heats. 


What is the specific heat of certain bodies? 
Sp. heat of olive oil is 0.5. 


aleohol ‘°° G2) 

| " ether 5 hoe 
¥ Pe iron ee 

ve silver wae; 


hydrogen ‘‘ 3.409. 
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All except H have less specific heat than water, and are expressed 
in fractions. Specific heat is found to increase with T., and is 
ereater as bodies near their fusing-point. 

The specific heat of a substance in a liquid state is greater than 
that in a solid or gaseous state—e. g. sp. heat of ice 1s .504, of water 
1, and of steam .4805. The reason is that more internal work has 
to be done in liquids: the external work is also greater here. 


What are the laws of specific heat ? 

(1) Kuch substance has its own sp. heat. (2) Sp. heat increases 
with T. (3) Is greatest in liquids. (4) Dulong and Petits law. 
It was discovered that the product of the specific heat of any 
solid element into its atomic weight is approximately a constant, 
viz. 6.4. A regular inverse ratio exists between the two. Sub- 
stances with low-atomic weight have high specific heat, and vice 
versa. The law may be thus stated: The same quantity of heat ts 
needed to heat an atom of all sinuple substances to the same extent. 


Sp.heat. At. wt. At. heat. 
Al 0.2143 & 27.4 = 5.87 
P. 0:4740-X 34... — 5.89 
S O278 X 32.55.70 
Zn 0.095 X 65.2= 6.23 


The figures in this last column should all be the same, and are called 
the atomic heat, but they may vary between 5.39 and 6.87. That 
depends, probably, on the impurity of the elements and on errors 
in determining their sp. heats and atomic weights. The atomic 
heat when divided by the sp. heat gives the at. wt. of a body, and 
this is one of the means of finding at. wt. 

The above law explains why Hg has small sp. heat, and H large 
sp. heat. Hg has large atoms and large at. wt., while H has small 
atoms and small at. wt. The same amount of heat for every atom, 
but these atoms in an ounce or grain vary in number; H would have 
the more. (It is molecules, and not atoms, which have the same 
- size.—Avogadro. ) 

Water is the great regulator of temperature and climate, having 
high sp. heat. It is a reservoir of heat, absorbing it in summer and 
giving it out in winter. A |b. of water in cooling from 100° to 0° C. 
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gives out as much heat asa lb. of red-hot iron would in cooling from 
900° to 0° C. 

Gases have two specific heats, one at constant pressure and one at 
constant volume ; the former is the greater. 


PROBLEMS. 


When studying the latent heat of fusion and vaporization, we 
learned that water at 0°=ice at 0°-+ latent heat of fluidity, and 
steam at 100°—water at 100°+ latent heat of vaporization. 

(1) In mixing 1 lb. of water at 0° and 1 lb. of glycerin at 56.3°, 
the T. of the mixture will be 20°. What is the sp. heat of glycerin ? 
Sol. The water gained 20° and the glycerin lost 36.3°. The same 
quantity of heat that raises sce 20° will raise glycerin 36.3°; hence 
to raise glycerin 1° requires 33°, = .5509, as much heat as ‘ raise 
water 1°. Sp. heat of glycerin =.55. Ans. 

(2) The latent heat of water is 79° C. What T. would 3 lb. of 
water at 90° C. have after the addition of 1 lb. of ice at 0°? Sol. 
The 3 lb. contain (3 X 90) 270 thermal units. The 1 lb. of ice in 
becoming 1 lb. of water takes away 79 units, leaving 191. So now 
we are to mix 3 lb. water containing 191 units, 


whith. = a Re gees 
4. > sy 191 units. © 


The mixture therefore has a T. of (191 + 4) 47.75° C. 

(3) What would be the T. of 10 lb. water at 0° C. after receiving 
1 lb. of steam at 100° C.? The latent heat of steam is 536°C. Sol. 
1 ]b. of steam at 100° gives up 536 units in becoming 1 |b. water at 
100°, and that water would also contain 100 units of sensible heat. 
So we mix | lb. water, yielding 636 mais (536 + 100), 

with: 30 ib. erat 
ce eee. ie 636 units. 
The mixture therefore has a T. of (636 +11) 57.81° C. 

(4) How much heat is required (thermal units) to raise ice from 
0° F. to steam at 300° F.? Sol. Ice or steam in rising a certain 
number of degrees would not absorb a thermal unit for a degree, as 
water would, for their specific heats are less than unity. So we 
must know the sp. heats of ice, water, and steam, and the latent 
heats for water and steam. 
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Sp. heat of ice is 0.504. 
a" water is 1. 
steam is 0.4805. 
Latent heat of water is 142.2° F. (79° C.). 
: steam is 964.8° F. (536° C.). 
Ice in passing from 0° F. to its melting-point would not absorb 32 
units, but 32 X .504—= 16.128 units. Water in passing from 32° to 
212° would absorb 1801180 units. Steam in passing from 
212° to 300° F. would absorb (300 — 212) 88 X .4805 = 42.284 units. 


To raise ice from 0° to 32° requires. . . - - . . . 16.128 units. 
To melt ice at 32° Sa Foe eee we eee 4 
To raise water from 32° to 212° requires. . . . . . 180. - 
To convert water at 212° into steam at 212° requires. 964.8 ee 
To raise steam from 212° to 300° requires . . . . . 42.284 “ 

a 1345.412 units. 
Ans. 


CHAPTER XIII. 


STEAM-ENGINES._SOURCES OF HEAT AND coLD.— 
MECHANICAL EQUIVALENT OF HEAT. 


Describe the essential features of steam-engines. 


Steam-engines are machines in which the alternate expansion and 
condensation of steam imparts a rectilinear motion to a piston, and 
this is changed into circular motion by various mechanical arrange- 
ments. In Fig. 50, B represents the boiler, S the steam-pipe passing 
to V C, the valve chest. The slhide-valve V is moved to and fro by 
the eccentric rod R’, and this admits steam alternately on each side 
of piston P. Kither M or N is always open, and as steam enters 
cylinder C by N it pushes P in the direction of the arrow, while 
steam on the other side escapes by exhaust-pipe E. Finally, N is 
closed and M is opened, the valve and piston moving in opposite 
directions. 

This variety is known as the double action or Watt’s steam-engine. 

9 
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One variety of boiler is the Cornish, crossed by a series of vertical 
Galloway tubes which circulate water, the hot gases passing through 
one large tube. But in marine and locomotive boilers small hori- 


Fie. 50. 


UT 


Me 


zontal tubes are used to convey the hot gases, and they are sur- 
rounded by water. 

In the single-acting or Cornish engine the cylinder is vertical, and 
steam acts only on one face of the piston, a counterpoise pulling it 
back. These are of but little use, but may pump water from mines 
or supply water to towns. 

Other parts of an engine are the pressure-gauge, water-gauge, 
safety-valve, and in the horizontal stationary engine the governor, 
which controls the admission of steam to the cylinder and gives the 
engine automatic power over its own speed. 

Locomotives are simply steam-engines mounted on a carriage, 
which propel themselves by transmitting motion to their own wheels. 
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Steam-pressure is commonly higher here than in other engines, 120 
or 130 Ib. to the sq. in. Marine engines use 70 to 80 Ib., and sta- 
tionary ones still less. 

The three great types are, then, the Cornish engine, the ordinary 
horizontal engine, and the locomotive engine. ‘There are also con- 
densing and non-condensing engines. 

After the steam has done its work in the cylinder, it may be con- 
ducted through the exhaust-pipe to chamber Q (Fig. 50), where by 
means of a spray of cold water it is suddenly condensed. If the 
exhaust-pipe communicates with the outside air, as in non-condens- 
ing engines, there is an atmospheric resistance of 15 lb. to each 
sq. in. of the piston’s surface. So condensing engines are more 
economical, and are usually /ow pressure. Locomotives have no con- 
denser and are high pressure. Compound condensing engines receive 
the steam at high pressure in one cylinder. Used here, it still pos- 
sesses some tension, and is transferred to a second larger cylinder 
before being sent to the condenser. The first cylinder is thus never 
exposed to the condenser temperature, a saving in heat. This type 
is universal for marine purposes. 

The rates of work of engines are compared by means of the 
horse-power —550 foot-pounds per second or 33,000 foot-pounds 
per minute. 

The horse-power used abroad, of 75 kilogrammetres per second, 
equals 542 foot-pounds, 2% smaller than ours. The propulsion of 
some vessels requires 5000 or 6000 horse-power. 

The steam-engine, with all its improvements, is exceedingly waste- 
ful. The best only utilizes 20% of the heat-power. 

Hot-air and gas-engines succeed on a small scale. In the latter 
the expansive force of coal gas, mixed with air and ignited by an 
electric spark, moves the piston. 


Sources of Heat and Cold. 


What are the sources of heat? 
1. Mechanical sources: 
Friction ; 
Pressure ; 
Percussion. 
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2. Physical sources: 
Sun ; 
Earth ; 
Molecular actions ; 
Change of state ; 
Electricity. 
3. Chemical sources : 
Molecular combinations as combustions ; 
Animal and vegetable heat. 


Discuss the mechanical sources. 


Friction of two bodies produces heat, depending on the amount 
of pressure and rapidity of motion. This is seen in the axles of 
carriage- or car-wheels, the “hot box’’ being a familiar example. 
There are anti-friction metals, as Babbitt’s metal. It costs the Erie 
Railroad $1000 per day for lubricators. ‘Two pieces of ice in a 
vacuum below zero can be partly melted by friction. The T. of 
water can be raised by shaking it. The luminosity of shooting stars 
is thought to be due to their friction against the air. Their velocity 
may be 150 miles per second. 

If a body is compressed, so that its density is increased, its T. 
rises. When heavy weights are placed on metallic pillars, heat is 
evolved. The stretching of a metallic wire causes a diminution 
of I’. Heat-production by compressed gases is seen in the pneumatic - 
syringe. ‘This is a closed, thick-walled glass tube with a tightly- 
fitting piston. <A bit of cotton moistened with ether is placed at the 
bottom, and, the tube being full of air, the piston is suddenly 
plunged downward. The compressed air disengages enough heat to 
ignite the cotton—a T. of about 300°C. The fire-syringe with 
tinder at. the bottom was useful before the days of matches. The 
powder-ram for pile-driving is another application. The powder on 
top of the pile is exploded by the compressed air in front of the 
falling rammer, and this explosion reacts in two directions: one force 
sends the rammer to its former position, and the other urges on the 
pile with greater power than the weight of the rammer could do 
alone. 

Percussion is also a source of heat. A piece of iron hammered on — 
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an anvil becomes hot, due to increased molecular motion, and not 
to increase of density. A pound ball with a velocity of 1600 ft. per 
sec. will produce upon the target 28.7 thermal units, enough to 
melt the lead. The amount of heat depends upon the momentum, 
— velocity mass. 

Mayer has calculated that if the motion of the earth were sud- 
denly arrested, the T. produced would be sufficient to melt and 
volatilize it to the depth of 800 miles. 


What are the physical sources of heat ? 


Solar Radiation.—It is calculated that if the total quantity of 
heat which the earth receives from the sun in one year were 
employed to melt ice, it would melt a layer all around the earth of 
35 yards thickness; and yet this quantity which the earth receives 
is only szgtoo0000 Of the total heat emitted by the sun. 

Simple combustion is not sufficient to account for the sun’s heat. 
Even if the sun consisted of H, which of all substances would yield 
the most heat, combining with O, the heat thus produced would last 
only about 3000 years, and combustion can occur only once. 

Others say the heat is kept up by the fall of aérolites against its 
surface. This must be a very small factor, or it would increase the 
mass of the sun, and so alter the velocity of the planets. The best 
theory is that of condensation. Heat is set free by a shrinkage of 
its mass. A contraction of only zo4oq would be sufficient to produce 

' the present heat of the sun for 2000 years. 

Terrestrial Heat.—Our globe possesses a heat peculiar to itself. 
The variations of T. on its surface penetrate to a certain depth, 
when is reached the layer of constant temperature. At Paris this 
layer is at a depth of 30 yds., and the T. is constant at 11.8° C. 
Below this layer the T. increases about 1° C. for every 90 feet. 
According to this, at a depth of two miles we should reach a T. of 
100° C., and at 40 miles the T. would be sufficient to melt all sub- 
stances which exist on the earth’s surface. 

There are various hypotheses to account for this internal heat. 
The theory of an internal molten mass best explains the phenomena 
of earthquakes, volcanoes, hot springs, and this internal heat. The 
earth may have cooled faster than the sun, as it is smaller. Yet 
many geologists are still in doubt. 
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Molecular actions, such as absorption, imbibition, or capillarity, 
produce heat. 

When a porous substance absorbs a liquid or a gas, heat is gene- 
rated. 1 cu. in. of fresh charcoal will absorb 90 cu. in. of ammo- 
niacal gas. Perhaps some of the gas is liquefied in the pores and 
gives off its latent heat. 

Spongy platinum in O and H gases gets red hot. An apparatus 
called Débereiner’s lamp depends on this property, where a jet of H 
is ignited when blown across the Pt. Gas condensed into water 
produces heat. Moist membranes will rise in T. from absorption. 

Change of state produces cold or absorbs heat, and has been dis- 
cussed. 

Electricity is another source. In the electric light itself the car- 
bon is heated to 2000° C. or 3000° C. 

No metal can resist the heat of an electric spark. A stroke of 
lightning on the seashore melts the sand, forming ‘‘ fulgurites.’’ It 
is the poor conductor which becomes heated. 


Describe the chemical sources of heat. 


Heat is molecular motion, and heat and motion are always mutu- 
ally convertible. If a chemical combination takes place slowly, as 
when iron oxidizes in air, the resulting heat is imperceptible, but 
just as much in quantity as if the combination were rapid and the 
heat intense. Combustion is chemical combination, and Ganot says 
it is attended with evolution of light and heat. 

O is most often one of the combining elements, but Sb or P will 
burn in C] gas. 

Combustion cannot be distinguished by the amount of heat evolved. 
We live in a combustion at 37° C., and yet it is combustion at 1000°. 

The waste products are generally CO, and H,O. 
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The quantity of heat is due to the amount of matter involved, but 
the T. depends upon the rapidity of the process. 
Pt can be melted with a blowpipe and a candle, and yet not ina 
forge. ; 
1 lb. of ivon burned in QO, produces 1,576 heat units. 
1 Ib. of charcoal ’ Ks 8,080 i 
1 lb. of hydrogen = *‘ s 34,462 " 


These figures are about in proportion to the O, required to burn 
them. Itisa fixed and definite matter. Nearly all the heat of earth 
comes from the sun, and is locked up in various substances. As we 
burn coal in the grate, we may imagine we are basking in the sun- 
light of prehistoric ages. The vegetation of those ages absorbed 
sunlight and heat, became coal, and now gives back what it re- 


ceived. 


What is the principle of Davy’s lamp? 

Davy, in inventing a safety-lamp for miners, found that when two 
vessels filled with explosive gases are connected by a narrow tube 
and the contents of one fired, the flame is not communicated to the 
other. The flame is extinguished by cooling, provided the length, 
diameter, and conduction of the tube bear a certain proportion to 
each other. 3 

The safety-lamp is an ordinary oil lamp with its flame enclosed in 
a cage of wire gauze having about 400 apertures to the square inch. 
Fire-damp (CH,) mixed with air has a very high kindling-point, and 
the wire gauze may be looked upon as a series of very short square 
tubes which completely arrest the passage of flame into the explo- 
sive mixture. Although the CH, may burn inside the cage, the 
mass outside is not ignited. 

Animal heat is also a result of combustion. We take in com- 
pounds rich in O,, like starch and sugar, and ready to undergo new 
combinations and to give off the used-up substances CO, and H,O. 
The plants here come in and take up these two products, and recom- 
bine them into starch, sugar, wood, etc. The plant and the animal 
thus work in a circle. 

The plant requires heat to do this work, and gets it from the sun, 
which reappears during combustion—. e. during animal digestion or 
during the burning of wood or coal. 
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Vegetable heat is hardly possible, as the process of vegetation is 
not an oxidation. Somie plants at the time of blossoming do have 
an increase of T. 3 


Mention the different methods of heating. 
Open fire, enclosed fire, hot air, steam, and hot water. 


What are the sources of cold? 


(1) Change of state ; 
(2) Expansion of gases; 
(3) Radiation. 


(1) The withdrawal of latent heat produces change of state, and 
results in cold of a greater or less degree. 

(2) In the expansion of gases heat is necessary for the increase in 
volume and for the greater molecular activity, and it is obtained 
from elsewhere, producing cold. The fog in the neck of an open 
beer-bottle is due to the chill of an expanding gas. When a gas is 
compressed, heat is produced; when it is rarefied, a lowering of T. 
follows. 

Refrigerating machines depend on the principle of first compress- 
ing the gas or air, producing heat, and next on the expansion of the 
same, producing cold. Windhausen’s machine, run by a steam- 
engine, can cool in an hour 15,000 to 150,000 cu. ft. of air through 
40° or 100°. Some such machine is used in breweries, oil-refineries, 
large meat-rooms, and for the production of ice. 

(3) Radiation, especially nocturnal, produces cold in nature. Dur- 
ing the day the earth receives more heat than it can radiate, and its T. 
rises; the reverse takes place at night. If clouds are present, they 
themselves have a certain degree of T., which they radiate toward 
the earth, and so on a cloudy night the dew is less, as terrestrial 
objects cannot cool sufficiently to bring their neighboring layers of 
air to saturation. A clear night increases dew, ora feeble breeze, as 
it renews the air. A strong wind will diminish it, as it does not 
allow the air time to cool by contact. The blade of grass radiates 
well, and quickly cools the adjacent layer of air to its dew-point. 
Polished metals radiate but little, and so generally have no dew 
deposit. 
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Discuss the mechanical equivalent of heat. 


A definite quantity of mechanical work can always: produce a 
definite quantity of heat; and, conversely, this heat, if completely 
converted, can perform the original quantity of work. The branch 
of science which treats of this relation is called thermo-dynamices. 

When a projectile strikes a target, motion is not destroyed. Mass 
motion becomes molecular motion, and that is heat. Count Rum- 
ford was among the first to suspect the relation between heat and 
work. He noticed that water would boil if introduced into a can- 
non while being bored. He obtained certain figures, which were 
corrected by Joule of England in this manner: A copper vessel was 
filled with water or Hg, and its enclosed paddle-wheel made to rotate 
by two falling weights. After several descents of the weights, the 
number of heat units gained by the water from the friction of the 
wheels against its molecules could be determined, and also the 
amount of work done by the weights expressed in foot-pounds. He 
found that the heat which will raise 1 lb. of water 1° F. will lift 
772 |b. 1 ft. high, or a pound weight in falling 772 ft. will produce 
heat enough to raise 1 lb. of water 1° F. This figure is called the 
mechanical equivalent of heat, or Joule’s equivalent. 


According to Ganot’s system, 1 thermal unit = 1389.6 ft.-lb. 
& * French > ** Wee ‘* == 424 kilogrammetres. 


The quantity of heat which will raise 1 kilo of water from 0° to 1° 
C. will raise a 424 kilo-weight (exactly 426.4) 1 metre high. 480 
tons of coal placed under an engine would have raised the Great 
Pyramid of Egypt, which took 100,000 men twenty years to build. 
This pyramid is 700 ft. square at its base and 500 ft. high. 


What is meant by correlation and conservation of energy ? 


These two doctrines are the corner-stones of modern science: 
(1) All kinds of energy are so related to each other that energy of 
any kind can be changed into energy of any other kind. This is the 
doctrine of correlation or transference of energy. 

(2) When one form of energy disappears, an exact equivalent of 
another form always takes its place, so that the sum-total of energy 
is unchanged. This is known as the doctrine of conservation of 
energy. There are similar laws for matter. 
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What may be the result of dissipation of energy ? 


Following out the idea of dissipation of energy, we may come to 
a rather startling conclusion. As far as we can understand the pres- 
ent condition of the universe, there is a tendency for all energy to 
become heat, and for all heat to become so diffused by conduction 
and radiation that all matter will have the same temperature. All 
the energy of the universe will become unavailable, and all motion 
and change of every kind will cease. 


a ADD We EET, 
ON LIGHT. 


CHAPTER XIV. 


TRANSMISSION, VELOCITY, AND INTENSITY OF 
LIGHT. 


What is light and its theories ? 

Light is the agent which by its action on the retina excites in us 
the sensation of vision. It is known only by its effects. That part 
of physics which deals with the properties of light is called optics. 
Heat, light, and electricity were called the ‘‘imponderable fluids,”’ 
and such an idea necessitated a certain theory (emission) to explain 
their propagation. 

As for heat, there are also two theories in regard to the origin and 
transmission of light: 


1. The emission, or corpuscular theory ; 
2. The undulatory, or vibration theory. 


According to the first view, we have to believe that there is a 
translation of particles of light, with almost infinite velocity, which 
penetrate the eye and act upon the retina. Newton supported this 
view. 

According to the undulatory theory, the luminosity of a body is 
due to the infinitely rapid vibration of its molecules, which is com- 
municated to the medium called luminiferous ether, and thus is 
propagated in the form of waves to the retina. This theory is 
sufficient, yet a difficulty is met when we try to consider what this 
ether really is. It must be thin and tenuous, intermolecular, unin- 
fluenced by gravitation, yet thick and dense—dense enough to hin- 
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der the motion of small comets. Lodge says that ‘‘ of + and — elec- 
tricity we imagine ether to be composed. It consists of electricity 
in a state of entanglement similar to that of water in jelly.’”’ The 
waves are made up of condensations and rarefactions, the vibrations 
taking place in a plane at right angles to the direction of the wave, 
just as, when we consider any one particle of a vibrating rope, we 
see this spot move up and down or laterally, but not onward. This 
undulatory theory resulted from the study of sound, where air is the 
medium of propagation. 


What are luminous bodies ? 

Luminous bodies are those which emit light. [lluminated bodies 
are those which receive light from luminous ones. A body rendered 
capable of emitting light by being heated is called incandescent. 
Our ordinary lights are due to particles of incandescent carbon, and 
the flame ‘‘smokes’’ when all the carbon is not burned. 

As a substance becomes hotter and hotter its color changes. 


A solid beginning to give light at 1000° F. is red hot. 
@ 2000° F’. is white hot. 
. - és 3000° F. is violet hot. 


Waves of different lengths cause the colors. 


The length of violet waves is gs$55 1n.—shortest. 
The length of red waves is 3355 1n.—longest. 


Heat all these colors to a certain degree, and we get white. A lower 
T. gives red, and a higher one violet. 


What are transparent, translucent, and opaque bodies? 

Transparent, or diaphanous, bodies readily transmit light, and 
objects can be distinguished through them. 

Translucent bodies transmit light imperfectly. Objects cannot be 
distinguished through them. 

Opaque bodies do not transmit light. None are quite opaque: 
if cut into sufficiently thin leaves, all are translucent. 


What is a luminous ray and pencil? 

A ray is a mere line or direction that light takes. It has no 
dimension except length, and is a conception of the mind. 

A pencil of light is a bundle of rays, and has three dimensions. 
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There are three kinds: parallel, or a beam of parallel rays ; diver. 
gent, when the rays separate ; and convergent, when they tend toward 
the same point. 

Every luminous body emits divergent rectilinear rays from all 
points and in all directions. Convergent rays are only produced 
artificially. 

Light itself is invisible. You can only trace the path of a sun- 
beam by the floating particles of dust. If the eye is placed in its 
path, you become aware of its presence, not by seeing the light, but 
by seeing the object which sends the light. 


How is light propagated in a homogeneous sialliiinit 

Any space or substance through which rays can pass is a medium. 
It may be a vacuum. A medium is said to be homogeneous when 
its chemical composition and density are the same in all its parts. 

In every homogeneous medium light is propagated in a straight 
line. Every gunner recognizes this fact in taking aim. 

When light reaches a body which it cannot penetrate, it is reflected. 
When it passes from one medium to another, it is bent or refracted. 


What are shadow and penumbra? 

When light falls upon an opaque body, it cannot penetrate into 
the space immediately behind it, and this space is called the shadow. 
There cannot be a proper geometrical shadow, as light never comes 


Fi@. 51. 


from an exact point. There is also a bending around of the light 
behind the opaque body, known as diffraction. 

Physical shadows are those which are really seen, and are never 
sharply defined. 

The penumbra is a faint shadow around the central darker 
shadow. In Fig. 51 suppose S L is the luminous sphere, and M N 
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the illuminated one. If A G be moved as a tangent to both spheres, 
it will describe a cone, tracing a perfectly dark space, MG HN. 
This is the true shadow. If we move a second straight line L D as 
tangent to both spheres, it will describe a new conical surface, B DC. 
This space a b between the two conical surfaces is neither quite dark 
nor quite light, receiving light from some parts of the luminous 
body, and not from others. It is the penumbra (almost a shadow). 
The explanation of the phenomena of eclipses and transits of Venus 
or Mercury over the sun follows from the theory of shadows. 


Describe the camera obscura. 


The camera obscura, or ‘‘ dark chamber,’’ was invented by Porta, 
a physician of Naples, over three hundred years ago. It is simply 
a box with a small aperture in one side, and the side opposite acts 
as a screen for the reception of images of outside objects. These im- 
ages are inverted (Hig. 52), and their shape is that of the external 


Fig. 52. 


object and independent of the shape of the aperture. That the 
shape of the image has nothing to do with the shape of the aperture 
is seen among the shadows of foliage. The image of the sun is 
always round or elliptical, according as the ground is perpendicular 
or oblique to the sun’s rays. The aperture of the camera must be 
so small, however, that no two points of the object shall cast their 
image on the same point of the screen. The size of the hole also 
determines the amount of light entering the box. A small one 
gives a more distinct image, but at the expense of less light. 
The reason that the image is inverted is that the rays, continuing 
in straight lines, cross each other at the aperture. The rays from 
the spire (Hig. 52) reach the screen at a low point, while those from 
the base of the church come to higher parts. The brightness and 
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precision of these images are increased by means of lenses placed at 
or near the aperture. 
Then we have a photographer’s camera. 


What is the velocity of light ? 

The velocity of light was first determined by Romer of Denmark 
in 1675, from observations upon the eclipses of one of Jupiter's 
moons. This first satellite (H, Fig. 53) passes into Jupiter’s shadow 
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at equal intervals of time every 42 hours and some minutes. While 
the earth is in the part of its orbit a 6, the intervals between the suc- 
cessive eclipses of EK do not materially differ. But as the earth moves 
away in its revolution around the sun toward T’, the interval between 
the eclipses increases, and at TY’ there is a retardation of 16 m. 26.6 
sec. between the time at which the phenomenon is seen and that at 
which it is calculated to take place. At T’ the light from E has 
had to travel TT’ farther to reach the earth than when it was at 
T; 27 e. light requires 16 m. 26:6 sec. to travel TT’, which is the 
- diameter of the terrestrial orbit, or twice the distance of the earth 
from the sun. This distance is reckoned at 91,500,000 miles & 2 = 
183,000,000 ms., the length of TIT’. 16 m. 26.6 sec. = 986.6 see. 

If light travels 183,000,000 miles in 986.6 sec., it will travel 
18309090000 miles in 1 sec.—viz. 185,485 ms. In round numbers, we 
may call the velocity of light 186,000 miles per sec. 

For sound to travel the distance from earth to sun and back would 
require 29 years; light does it in 164 min. The latter is the velocity 
with which ether vibrations are transmitted ; the former is the speed 
with which vibrations in air move. Light from the nearest stars 
would require 3} years to reach us. Some are so far away that they 
may have been extinguished for hundreds of years without our 
knowing it. 
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What is the law of the intensity of light? 

The intensity of light on a given surface is inversely as the square 
of its distance from the source of light. This is the law of inverse 
squares. The intensity of light or heat means the quantity of light 
or heat per unit surface. 

The law only applies to naturally divergent rays, and not to light 
from lenses. In Fig. 54 let the screen C D be placed at a certain 
distance from L, the source of light, and A B at double this dis- 


Fig. 54. 


tance. The diameter of A B is twice that of C D, and the surfaces 
of circles are to each other as the squares of their diameters. A B 
has four times the area of C D—four times as large for twice the 
distance—or the intensity of illumination on A B is diminished four- 
fold by doubling its distance from L. 

It would require 4 candles to give the same illumination to A B 
that 1 furnishes to C D. 


What is the standard candle ? 

There is a good deal of discussion as to an established unit for 
comparing the intensities of light. The following is adopted from 
the English gas-makers: the candle-power is the amount of light 
given by a spermaceti candle burning 2 grains per minute, and of 
such size that 6 weigh 1 pound. In France they use the Carcel 
lamp, burning 42 gm. colza oil per hour; 1 carcel = 9.5 candles. The 
light from 1 sq. em. of melted Pt is also standard = 19.75 candles. 


Describe the two chief kinds of photometers. 

A photometer is an instrument for measuring the relative intensi- 
ties of lights. 

Rumford s is a shadow photometer. An opaque rod (Fig. 55) is 
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fixed in front of a ground-glass screen; then the lights to be com- 
pared project the shadows of the rod on the screen. Move the 
lamp till the two shadows are equal, and note how much farther 


Fig. 55. 


away it is than the standard candle. If twice as far, its intensity is 
four times as great'as that of the candle. 

Bunsen’s photometer depends upon the following principles: It 
must be used in a black-walled room. <A grease-spot on a piece of 
blotting-paper appears translucent. If illuminated from the front, 
it appears darker than the surrounding space: if illuminated from 
behind, the spot will appear light on a dark ground. When the 
illumination is the same on both sides, the greased part and the rest 
appear unchanged. Set two lights (Fig. 56) 100 in. apart, one of 


Fig. 56. 
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which is the standard candle. Move the paper screen with its spot 

until there is no difference in the brightness of the greased part and 

the rest of the screen. Measure the distances of the lights from the 

screen, and their relative illuminating powers are directly as the 
10 
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squares of these distances. This does not contradict the law of 
inverse squares, which applies when only one light 1s moved toward 
or away from a screen. A difference in strength of light or shadow 
can be perceived when the duller light is 23 of the brightness of the 
other. 


An ordinary kerosene lamp has 8-10 candle-power. 
. sradent. fied 12 - 
a gas-burner in N. Y. has 18-30 . 
Most powerful electric arc ‘* 55,900 e 


If the lights for comparison differ in quality, one or more definite 
colors from each source are compared by means of the spectroscope. 
One light is moved till the intensities of a certain color are the same. 
This instrument is the spectro-photometer. 


CHAPTER XV. 


MIRRORS AND LENSES. 
Refiection of Light.—Mirrors. 


What is reflection and its laws? 

Reflection of light is the rebound or turning back of a luminous 
ray when it meets a polished surface. The laws are the same as 
those of heat: 

(1) The angle of incidence is equal to the angle of reflection. 

(2) The incident and the reflected ray are both on the same plane, 
which is perpendicular to the reflecting surface. (See Fig. 49.) 

These laws can be proven mathematically correct by means of a 
ray striking upon a mirror placed in the centre of a graduated brass 
circle held vertically. 


What are mirrors? 

Mirrors are bodies with polished surfaces which show by reflection 
objects presented tothem. The place at which the objects appear is 
the image. 

Mirrors may be plane, concave, convex, spherical, parabolic, con- 
ical, ete. 

Mirror-glass is cast upon an iron table, and then rubbed smooth 
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with sand, next with emery, and next with oxide of iron. The 
amalgam back is tin and Hg. 


How is an image formed by a plane mirror? 
Ina plane mirror the image is as far behind as the object is in 
front. In Fig. 57 let the ray from A be reflected at B,-making the 
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angle D B A equalto DBO. Draw A N a perpendicular to M N; 
and it can be proven the triangles A N B and a N B are equal; 
therefore the line a N=AN, and the point a is as far behind the 
mirror as A is in front of it. The rays from A follow the same 
direction as if they had proceeded from a, and the eye is thus de- 
ceived. The image of any object can be obtained by constructing 
according to this rule the image of each of its points. (See Fig. 58.) 
~ In plane mirrors the image is of the same size as the object, is erect 
and virtual, but suffers a lateral inversion. Place a printed page in 
front of the mirror and note the effect upon the letters—just as when 


two persons stand face to face, the right hand of one is opposite the 
left hand of the other. 


What is the difference between virtual and real images? 

In Fig. 57 the eye was deceived by an image that had no real 
existence. No luminous rays are coming from the other side of the 
mirror. They are imaginary, and made by the eye, and form a vir- 
tual image. Where the reflected rays converge in front of a mirror 
on the same side that the object is, they form a zeal image, and it 
can be caught upon a screen. 

A real image is one formed by the reflected rays themselves: a vir- 
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tual image ts one formed by their prolongations. Many phenomena 
are produced. by reflection from mirrors, as Pepper’s ghost and the 
head of John the Baptist. 


Curved Mirrors. 


Give definitions of terms connected with spherical mirrors. 

Of curved mirrors those most often used are spherical and para- 
bolic. Spherical are those whose curvature is that of a sphere. 
According as the reflection takes place from its inner or outer sur- 
face, it is concave or convex. In Fig. 59 let C be the centre of a 
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hollow sphere of which M N forms a part. It is called the centre 
of curvature. The point A is the verter. The straight line A L 
drawn through the vertex and centre of curvature is the principal 
axis. Any other straight lme drawn through C and meeting the 
mirror is a secondary axis. The focus is the point at which the re- 
flected rays meet. The distance M N is the aperture of the mirror. 


How to find the foci in spherical concave mirrors. 


A concave mirror may be considered as made up of an infinite 
number of small plane surfaces, and the radii of the sphere, C M or 
C B, are perpendicular to these surfaces. 

When the rays come from an infinite distance, and are practically 
parallel to the principal axis, the ray G, for example, strikes the 
small plane surface at D, and is reflected according to the laws of 
reflection, making the angle of reflection F DC =to the angle of 
incidence G D C. 

Any other reflected ray will pass very nearly through this same 
point F on the principal axis, which is called the principal foeus, 
and the distance A F is the principal focal distance. F is just half.” 
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way between the centre of curvature and the vertex. It is also the 
focus for parallel heat-rays as well as for luminous ones. 

Conversely, if the luminous point be placed at F, the reflected 
rays will be parallel, as DG, B H, ete. 

Suppose divergent rays are emitted from some point, L (Fig. 60). 
Then the angles of incidence are smaller than in the above case, and 
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therefore the corresponding angles of reflection will be smaller, and 
the ray L K after reflection will meet the axis at some point / be- 
tween C and I’. All the rays from L will intersect at 7. Land / 
are called conjugate foct. 

A focus is the point where reflected rays meet. A principal focus 
is the point where parallel rays meet after reflection. 

Conjugate foci are points so related that rays from either one con- 
verge at the other. They are points where other than parallel rays 
meet. 

Suppose in Fig. 60 that L is brought near to C; then / approaches 
it ina corresponding manner. When 
L is at C, 7 also coincides; the inci- 
dent ray is reflected on itself, and no 
image is formed. When L is be- 
tween C and F, the conjugate focus 
is on the other side of C. When L 
coincides with F, the reflected rays 
are parallel to the axis, and form no 
focus (Fig. 59). 

If L continues to approach the 
mirror (Fig. 61), it makes a large angle of incidence with the per- 
pendicular C M, larger than F M C, which gives a ray parallel to the 
axis. All the reflected rays from L will be divergent, and neither 
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intersect nor be parallel. But if they are conceived as prolonged 
behind the mirror, they will intersect at 7. This is a virtual focus. 

It will be noticed that the position of the principal focus F is con- 
stant, while that of virtual and conjugate foci varies. The principal 
and conjugate foci are real, always on the same side of the mirror as 
the luminous point, while the virtual focus is on the other side. 

If L be on a secondary axis instead of a primary, focus / will also 
be on this axis, and be principal, conjugate, or virtual. 

The radius of curvature of a mirror is twice the focal distance ; 
the focus can be found by means of reflected sun’s rays. 


How to find foci in convex mirrors. 
In convex mirrors the foci are all virtual (Fig. 62). Rays parallel 


Fig. 62 


to the axis are divergent on reflection, and when continued meet at 
a focus behind the mirror, which is the principal virtual focus. 


What is the general effect of concave and convex mirrors? 

The general effect of a concave mirror 1s to collect rays, increasing 
convergence or decreasing the divergence ar incident rays. A con- 
vex mirror scatters rays. 


How are images formed in concave mirrors ? 

Take for an object A B in Fig. 63. To find where an image will be, 
always proceed thus: first draw the primary axis. Next draw second- 
ary axes,asA Hand BL. Place F halfway between C and the mirror. 
Then draw radii from C to any point where an incident ray may strike, 
asC D. Make the angles of incidence and reflection equal. Ray A D 
is continued after reflection across the principal axis, and A H through 
the principal focus, to some point a on the secondary axis A KE. 
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The image of B also falls on secondary axis BI at 6: 6 and a are 
conjugate foci of B and A. The images of all the points of the 


Fig. 63. 


object will fall between a and 6, being between and limited by the 
secondary axes. 

The image is real, inverted, smaller than the object, and placed 
between the centre of curvature and the principal focus. 

An object at C produces no image. One between C and F, as at 
ab, produces the image A B, real, inverted, and larger than the 
object. | 
The image gets larger as the object approaches the focus. An 
object at the focus produces no image, for the reflected rays are 
parallel to the secondary axes, forming no conjugate foci. 

When the object is between F and the mirror: Draw secondary axes 
and radii as before (Hig. 64). The reflected rays diverge and form 
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an image behind the mirror, between the prolongations of the sec- 
ondary axes. This image is virtual, erect, and larger than the 
object. 
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How are images formed with convex mirrors? 
Ail the incident rays are divergent after reflection, and only their 
prolongations form an image behind the mirror (Fig. 65). Hence, 
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whatever the position of an object in front of a convex mirror, the 
image 7s always virtual, erect, and smaller than the object. 


Summary of images formed by mirrors. 

Plane Mirrors.—-The image is virtual, erect, and of the same size 
as the object. It suffers lateral inversion, and is as far behind the 
mirror as the object is in front of it. 

Concave Mirrors.—They make both real and virtual images. (1) 
If the object is at such a distance that its rays are parallel, the 
image is real, inverted, smaller than the object, and at the principal 
focus. (2) If the object is beyond C, the image is real, *nverted, 
smaller than the object, and between C and F. (3) If the object 
is at ©, the image is reflected back upon it. (4) If the object is 
between C and F, the image is real, inverted, larger than the object, 
and beyond C. (5) If the object is at F, no image is formed. (6) 
If the object is between F and the mirror, the image is virtual, 
erect, and larger than the object. 

Convex Mirrors.—The image is always virtual, erect, and smaller 
than the object. 

Cylindrical and conical mirrors ludicrously distort objects. Spher- 
ical mirrors make them appear smaller or larger, but they are still 
symmetrical. 


What is the effect of parabolic mirrors ? 

Parabolic mirrors exactly focus to one point all parallel incident 
rays. Spherical mirrors do not do this exactly. A luminous point 
at the focus of a parapolic mirror therefore sends out parallel rays. 
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They are used behind the head-lights of locomotives, and formerly 
in lighthouses. The echelon lens (step of a ladder) is now used in 
lighthouses. 


What is spherical aberration by reflection ? 

When the aperture of a spherical mirror does not exceed 8° or 
10°, the reflected rays pass through a single point. With a larger 
aperture the rays reflected near its edges meet the principal axis at 
a point nearer the mirror than the others do. Hence arises a lack 
of precision in the images, called spherical aberration by reflection. 
Every reflected ray cuts the one next to it, and their points of inter- 
section form a curved surface, called the caustic by reflection. This 
curve can be seen when light is reflected from .the inside of a cup 
containing milk. 


Explain the formation of multiple images by glass mirrors. 
Metallic mirrors and polished surfaces only give one image. Glass 
mirrors have two reflecting surfaces. When the image of a candle- 
flame is looked at obliquely before a looking-glass, the first image is 
feeble, coming from the anterior surface; a second is distinct and 
bright, and comes from the quicksilver on the back. This image is 
distant from the first by double the thickness of the glass. In Fig. 
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66 let the ray A a strike the mirror B C obliquely. A portion of 
the ray is reflected to 6, but another enters the glass a ¢, and is re- 
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flected from the amalgam, striking at e. Only a part of this goes 
out in the line ed; the rest is reflected back again to the posterior 
surface, and so on until the original ray undergoes so many splittings 
that it can no longer produce distinct effects. If an eye were placed 
at b, d, g, it would see multiple images of A in the directions of ba, 
d e, ete. 


How are multiple images formed by two plane mirrors? 


Multiple images are formed when the object is between two plane 
mirrors. The images are reflected from one to the other. If the 
mirrors are at an angle of 90°, three images are seen, 60° produces 
five, and 45° seven images. When the mirrors are parallel an infi- 
nite number of images results. 7 

The kaleidoscope depends upon this property. Three mirrors are 
placed inside a tube and inclined at angles of 60°. These enclose 
bits of colored glass, producing an endless variety of shapes. 


What is diffused light ? 

Light falling upon an opaque body separates into three parts: one 
is reflected regularly ; another irregularly—i. e. in all directions; 
and a third is absorbed. The irregularly reflected light is called 
scattered or diffused light, and it is this which makes bodies visible. 
A rough surface is made up of planes turned in every direction ; 
hence the rays are reflected in every direction. 

Regularly reflected light does not give us images of the reflecting 
surface, but of the body from which the light proceeds. : 

Perfectly smooth polished surfaces would be invisible, reflecting 
every ray and diffusing none. 

The intensity of reflected light increases with the degree of polish 
and the obliquity of the ray. Out of 1000 parts of light which 
strike water perpendicularly, only 18 are reflected. If the angle of 
incidence is 893°, 721 parts are reflected. 


What are some of the applications of mirrors? 

Plane reflecting surfaces are used in the sextant for measuring 
angular distances; in the heliograph for signalling when the sun’s’ 
light is available; and in the heliostat for sending solar light in a 
constant direction. Silver mirrors reflect 90%, and amalgam only 
60%, of incident light. 
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Single Refraction.—Lenses. 


What is refraction ? 


Refraction is the deflection or bending which a ray experiences in 
passing obliquely from one medium to another. If it passes per- 
pendicularly, it is not bent. In Fig. 67 sup- 
pose the ray SO passes from air to water. 
It is bent in the direction O H. The angle 
B O Hi formed between the refracted ray 
and the perpendicular is the angle of refrac- 
tion. We note that a ray in passing from a 
rarer to a denser medium is refracted toward 
the perpendicular. In passing from a denser to 
ararer, itisrefracted from the perpendicular. 

The perpendicular is any line drawn at right angles to the surface 
separating the two media. 
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What is the explanation of refraction ? 


It is due to the relative velocity of light in the two media. Leta 
series of parallel wave fronts leave an object C (Fig 68) and pass 
through a rectangular piece of 
glass. The point a of a given 
wave front a 6 is retarded, 
entering the glass first, while 
5 retains its original velocity. 
The fronts assume new pos:- 
tions, much as soldiers execute 
a wheel. As they emerge c 
comes out first, and gains on d ; 
so the emergent ray is parallel 
to the direction it had before 
entering the glass. It has been 
laterally displaced. If the ray 
had struck the glass perpen- 
dicularly, then all points of the 
wave would have been checked 
at the same instant, and suffered no refraction. 


Fia. 68. 
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What are the laws of refraction? 


(1) The ratio which the sine of the incident angle bears to the sine 
of the angle of refraction is constant for the same two media, but 
varies with different media. 

(2) The incident and refracted rays are in the same plane, which 
is perpendicular to the refracting surface. 

These have been called Descartes’ law. 

In Fig. 69 let a ray of light pass in the direction of N 0, striking 
a hemispherical vessel of 
water. It is here refracted in 
the direction o P. A Dis per- 
pendicular to the refracting 
surface, and let I and R be at 
right angles to it. Suppose 
the lengths of the radii o N 
oro P to be 10 in., and I to 
be 38 as long as o N. 

In trigonometry this frac- 


tion, or is called the 


= 
o N’ 
sine of the angle Ao N. i 
a given case R might be 75 


Fe: xa TNS the length of o P, which frae- 


tion, or —3, Is the s’ne of Po 


R 
= es o P’ 

= foo ee D. The sine of the angle of 

incidence A o N is to the sine 

of the angle of refraction Po D as T: R, oras 8: 6, or as 4: 3. 
These lengths of I and R will always be the same for the same two 
media, and they also express the ratio of the velocities of the inci- 
dent and refracted light. 


What is the index of refraction? 


This ratio of sines of the incident and refracting angles is the 
index of refraction. For air and water, as in Fig. 69, it is 4. From 
water into air the index is 37. From air to glass it is $; from air to 
diamond, 3. 
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When one of the media is a vacuum the refractive index is greater 
than unity, and is called the absolute index of refraction. 


Absolute index of vacuum, 1. 
“ “ air, 1.000,294. 
ss 2 crystalline lens, 1.384. 
ei ‘ diamond, 2.47 to 2.75. 


What are some of the effects of refraction? 


Place a coin on the bottom of an empty basin, so that it is just 
out of sight of an eye peering over the edge. Now fill the basin 
with water, and the coin has become visible. The ray of light from 
the coin is now bent at the surface of the liquid and strikes the eye. 
Apparently the bottom of the vessel is elevated and the water shal- 
lower. Thrust a stick obliquely into water, and it will appear short- 
ened and bent, and the immersed portion elevated. 

The stars, sun, and moon are visible to us when below the horizon. 


The atmosphere is denser nearer the earth, and rays coming through - 


it are bent toward us, seeming to raise the heavenly body. This ele- 
vation is about 3° for our climate. 

Twilight is due both to refraction and reflection by our atmo- 
sphere. 


Explain the critical angle and total reflection. 


Any ray can get from a rare to a denser medium, but not all can 
pass from a dense to a rarer one. ‘Let rays pass from water to air 
(Fig. 70). As the angle between BO and 
S O gets larger the refracted ray will get 
nearer and nearer to the surface O R, 
until finally the angle of incidence S O B 
will correspond to an angle of refraction 
A O R, which is a right angle, and the 
refracted ray O R passes parallel to the 
surface of water. This angleS OB is 
the critical or limiting angle. It is such 
an angle that will produce a refracted ray 
of 90°. The sine of this angle multiplied 
by the index of refraction=1. For any greater angle, as P O B, 
the incident ray cannot emerge, but undergoes total reflection in line 


Fie. 70. 
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of OQ. This always occurs when the rays in the denser medium 
are incident at an angle greater than the critical angle. 


The critical angle of water to air is 48° 35”. 
io ings oo gee 
Ze - diamond “.. 2s" 417 


The critical angle diminishes as the refractive index increases. 
The brilliancy of the diamond and the lustre of cut glass are due to 
this internal reflection. They are more brilliant as the critical angle 
is less, for this allows a greater number of rays to be totally reflected, 
and but few pass through. ‘‘ Paste’’ diamonds are made of lead 
oxide and flint glass. 

In Fig. 70 it is evident that all the incident light which passes 
from air to water in the angular space A O R is condensed by refrac- 
tion into space S O B of 484°, or the whole light that passes into 
water is condensed into 97°. A diver can see overhead only in a 
circular aperture of limited diameter. Beyond this circle he sees 
reflected the various objects on the bottom. 

The illuminated fountain shows the principle of total reflection. 
Light is admitted from behind, and totally reflected from one surface 
of the stream to the other, and only appears as a round spot at the 
bottom of the receiving basin. 


Explain the mirage. 


The mirage is an optical illusion by which inverted images of dis- 
tant objects are seen as if below the ground or in the atmosphere. 
It is a phenomenon of refraction, and most seen in hot countries. 

The layers of air next the earth are most heated, and so less dense. 
The rays from some tall object are refracted less and less as they 
approach the earth, until they finally reach the eye as though com- 
ing from beneath the ground. 

Mariners sometimes see such images in air, due to the same cause, 
but in a contrary direction, the lower layers of air being colder and 
denser from contact with water. 


Show the path of a ray through a medium with parallel 
sides. 


The emergent ray is parallel to the incident ray. Let ray S A be 
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oblique (Fig. 71); draw the perpen- 
diculars at points A and D. Ray 
A Dis reflected toward the perpen- 
dicular, and D B from it. The ex- 
ternal angles7 and 7” are equal, as are 
the internal ones 2” andr. If rayS 
A should be perpendicular to M N, 
it passes straight through without 
deflection. (See also Fig. 68.) 


Show the path of a ray through a prism. 


An optical prism is any transparent medium comprised between 
two plane surfaces inclined to each other. Those used for experi- 
ment are generally right triangular prisms of glass (Fig. 72). Their 


Fic. 72. -Fia. 73. 


principal section is a triangle (Fig. 73). The angle A of the inclina- 
tion of the two faces is the refracting angle. Jet O D be incident 
at D. It will be refracted twice in the same direction, always. toward 
the base of the prism. At D it is refracted toward the perpendicu- 
lar in a dense medium; at K from the perpendicular in a rarer me: 
dium. The eye sees the object O at O’. The angle O E 07 is the 
angle of deviation. There is an angle of deviation less than any 
other, and this minimum deviation takes place when the angles of 
emergence and incidence are equal. 


Show the path of a ray in a right-angled prism. 

Prisms whose refracting angle is a right angle totally reflect the 
rays. Their section is a right-angled isosceles triangle. Ray O H 
(Fig. 74) enters the glass without refraction till it reaches H. It is 
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here totally reflected, striking face A B at an angle of 45°, which 

is greater than the critical angle of 

igh: glass—viz. 41° 48’. Thus the hy- 

pothenuse surface A B acts like a 

perfect plane mirror, and the eye 
sees the image at O’. 

Bisulphide of carbon is the best 
liquid for prisms, being of high 
refractive power. It is hable to 
stratify. 


Lenses. 


What are lenses ? 


Lenses are transparent media bounded either by two curved sur- 
faces, or by one plane and one curved surface. 

They may be spherical, elliptical, cylindrical, or parabolic. Those 
used in optics belong to the spherical type. They are made either 
of crown glass, which is free from lead, or of flint glass, which con- 
tains lead and is more refractive. There are six kinds: three that 
are thicker in the centre than at the edges, and are converging 


lenses; three that are thinner at the centre than at the edges, and 
are diverging lenses. M is double convex; N is plano-convez ; O is 
converging concavo-convex ; P is double concave ; Q is plano-concave ; 
and R is a diverging concavo-convec. Oand Rare also called menis- 
cus lenses; their two centres of curvature are on the same side. 


Define certain terms employed to describe lenses. 


M and P (Fig. 75) will only be considered, as showing the proper- 
ties of each group. The centres for the spherical surfaces are called 
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the centres of curvature, and the straight line connecting them is the 
principal axis. With every lens there is a point on the principal 
axis called the optical centre. very ray of light passing through it 
experiences no angular deviation. In double convex and double 
concave lenses this point is halfway between their respective curved 
surfaces—v. e. inside the substance of the lens. In lenses with ‘one 
plane face this point is at the intersection of the principal axis with 
the curved surface; in the meniscus it lies outside the lens. 

A secondary axis is any line passing through the optical centre and 
not through the centres of curvature. 

The first group of three lenses may be supposed to be made up of 
a succession of prisms, with their summits outward, and their bases 
make the lens thick at the middle. 

In the second group the bases are outward. Thus the first group 
ought to condense the rays, as a ray traversing a prism is deflected 
toward its base. he general effect of all convex lenses is to con- 
verge transmitted rays; concave lenses scatter them. Convex lenses 
and coneave mirrors go together in producing similar effects; so do 
concave lenses and convex mirrors. 


How are foci produced by double convex lenses? 


The focus of a lens is the point where refracted rays or their pro- 
longations meet. 

The principal focus is the point where parallel incident rays meet 
after refraction. 

The real focus is formed on the side of the lens opposite to the 


Fia. 76. 


luminous body; the reverse of the case for concave mirrors. In Fig. 
76 let the incident rays be parallel. Draw perpendiculars to points 
in 
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B and D from their respective centres of curvature. Ray L B, in 
approaching the perpendicular at B and in diverging from it at D, 
is twice refracted toward the axis, which it cuts at F. All the par- 
allel rays will be brought to this point. The distance A F is the 
principal focal distance. 

In ordinary lenses the principal focus coincides very nearly with 
the centre of curvature ; in plano-convex lenses the principal focal 
distance is twice that of a double convex lens. 

Again, let luminous rays diverge from L (Fig. 77). The angle 
of incidence is here greater than that for a ray parallel to the axis, 


Fic. 77. 


-asSB. The lens has not the power to bend the emergent ray down 
to F, but only to 7. All rays from IL will approximately intersect 
here, and these two points, L and /, are conjugate foci. A lumi- 
nous point at either one is focused at the other. When L coin- 
cides with F, the emergent rays will be parallel to the axis and 
form no focus. 

A double convex lens has a virtual focus when the luminous object 
is between the principal focus and the lens, and it is on the same side 
of the lens as the luminous body. The emergent rays diverge and 
cannot produce a real focus, but their prolongations will intersect on 
the axis. 


How is a focus formed with a double concave lens? 

This lens can only form a virtual focus, just as a convex mirror 
did. In case of lenses a virtual focus is always on the same side as 
the luminous body; in case of mirrors always on the opposite side. 
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In Fig. 78 the ray 8 [is refracted toward the perpendicular C I, 

and on emerging from the perpendic- 

ares ular G C’, being bent twice from the 

axis. The refracted rays form a di- 

vergent pencil, the prolongations of 

which intersect at some point F, called - 
the principal virtual focus. 

Convex lenses are often called 

‘‘ burning-glasses,’’ from their power 

to focus heat rays. 


How are images formed by double convex lenses? 
The images will be real or virtual in the same cases that the foci 


were. — Let object A B be beyond the principal focus (Fig. 79). 
. Fie. 79. 


First draw the principal axis and the secondary axes A a and B b. 
. Any two of the many rays from A will determine where its image a 
is to be. The two easily traced are one along Ao a, and one A C 
parallel to the principal axis. The latter is refracted so as to pass 
through IF, and intersects the secondary axis at a. This is the con- 
jugate focus of A. Similarly for B and all intermediate points, and 
a real inverted image is formed at a b, between the secondary axes. 
- Conversely, if a b were the luminous object, its image would be A B. 

Two consequences important for the theory of optical instruments 
follow from this: that—Iist, Jf an olject, even a very large one, is at 
a sufficient distance from a double convex lens, the real and inverted 
mage which 1s obtained of it ts very small; it ts near the principal 
Focus, but somewhat farther from the lens than this is. 2d, If a very 
small object be placed near the principal focus, but a litile in front 
of it, the image which is formed is at a great distance; it is much 
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larger, and that in proportion as the object is near the principal 
focus. In all cases the object and the image have the same propor- 
tion as their distances from the lens. 

A Virtual Image with a Convex Lens.—Suppose the object A B 
is between the lens and the focus. Here, again, draw principal and 
secondary axes (Hig. 80). Ray A C on emerging diverges from sec- 


Fig. 80. 


ondary axis Oa. The prolongation of this ray, however, will cut 
OQaata. A similar point is found for B; so the image is between 
a and 6. 

The image of an object placed nearer the lens than the principal 
focus is virtual, magnified, and erect. A convex lens thus used is a 
simple microscope. 

The principle illustrated in Fig. 79 is that of the telescope. 


Fia. 81. 


How are images formed by double concave lenses? 
These give only virtual images, whatever the distance of the 
object. Let A B be placed in front of such a lens (Fig. 81). Draw 
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secondary axes for A and B. The emergent rays diverge, and the 
points where their prolongations cut the secondary axes determine 
ab. Hence images formed by double concave lenses are always 
virtual, erect, and smaller than the object. 


What is spherical aberration by refraction ? 

When the aperture of a lens does not exceed 10° or 12°, all its 
refracted rays intersect at one point. When the aperture is larger, 
the rays coming from near the edges will intersect at a point F nearer 
the lens than G, which is the focus of the other rays (Fig. 82). 


Fig, 82. 


This is spherical aberration by refraction, analogous to that by reflec- 
tion. Lenses which are free from spherical aberration are said to be 
aplanatic. This defect is very objectionable in all lenses, especially 
in photography, where the image should be distinct near the edges 
as wellas atthe centre. It is partly remedied by placing diaphragms 
before the lens. or by using two lenses a little distance apart, or by 
erinding the lenses, or by combining segments of spheres of different 
radii. 

As an application of lenses and mirrors may be mentioned the 
laryngoscope, where a concave mirror or a convex lens aided by a 
reflector may converge the rays into the pharynx. 


Summary and Comparisons. 


Reflection is the term used for mirrors; 
Refraction is the term used for lenses. 
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With the mirror the true rays are turned back; hence the princi- 
pal focus and real images are all on the luminous side of the glass. 
With the lens the rays pass through and are bent; hence the prin- 
cipal focus and real images are all on the far side of the lens. 

The principal focus of a concave or a convex mirror is about half- 
way between the centre of curvature and the mirror. 

The principal focus of a double convex or a double concave lens 
about coincides with the centre of curvature. 

No heat or light rays centre at a virtual focus; a virtual image 
cannot be cast upon a screen. ‘The eye is the only apparatus which 
detects it, vision running along the directions of the real rays, which 
are on the other side of the mirror or lens. 

Concave mirrors and convex lenses have real, virtual, and conju- 
gate foci. 

Convex mirrors and concave lenses can have only virtual foci. 

The principal axis of a curved mirror passes through the centre 
of curvature and the centre of the mirror. The principal axis of 
doubly-curved lenses connects the two centres of curvature. 

The secondary axis of a mirror must pass through its centre of 
eurvature. | 

The secondary axis of a lens must pass through its optical centre, 
and not through its centre of curvature. 

Concave mirrors and convex lenses converge incident rays; con- 
vex mirrors and concave lenses scatter them. 

The image of an object placed beyond the centre of curvature is 
real, inverted, and smaller than the object. With the concave mirror 
it is located between C and F; with the convex lens it is beyond F. 

If the object is at C in either case, the image is formed at C. If 
the object is between C and F, the image will be real, inverted, and 
larger than the object and beyond C. 

If the object is at the focus of either, the reflected or refracted 
rays will be parallel, and no image be formed. 

If the object is between F and the mirror or lens, the image is vir- 
tual, erect, and magnified. In case of the concave mirror it is back 
of it; in case of the convex lens it is on the same side as the object. _ 

Convex mirrors and concave lenses always produce images which 
are virtual, erect, and smaller than the object. These images are 
behind the mirror and in front of the lens. 
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CHAPTER XVI. 
DISPERSION AND THE SPECTROSCOPE. 


What is dispersion? 

The phenomena of refraction are not so simple as has been as- 
sumed. When white light, like that of the sun, passes from one 
medium to another, it is decomposed into several kinds of light, a 
phenomenon called dispersion. 

Dispersion is the unequal refraction of different wave lengths. Sir 

Isaac Newton was the first to study rainbow colors in 1675. 
_ Leta ray of sunlight enter a dark room through a slit in a window- 
shutter. This slit should be about 1 in. long and 3 in. wide, and 
near it may be placed an achromatic double convex lens for concen- 
trating the rays. 

The pencil of light tends to form a round colorless image of the 
sun at KX (Fig. 83). Interpose in its path a flint-glass prism ar- 


Fig. 83. 
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ranged horizontally with its base uppermost. The emerging pencil 
is refracted toward its base, and produces on the screen a colored 
ribbon rounded at the ends and called the solar spectrum. There 
is really an infinity of tints, but seven colors are usually distin- 
guished. From above down they are violet, indigo, blue, green, yel- 
low, orange, red, their initial letters spelling the unknown word 


vibgyor. 
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The violet rays are refracted the most, and the red least. Violet 
also occupies the greatest extent in the spectrum of any one color, 
and orange the least. The spectrum is in part produced by an innu- 
merable series of overlappings of the image of the aperture. New- 
ton did not find this out, but Wollaston did, and used a very narrow 
slit, as mentioned above. 

The refracting angle of the prism should be about 60°. Prisms 
of different substances produce the same colors in the same order, 
but the lengths of the spectra will vary. Some substances have a 
greater dispersive—7. e. refractive power—than others. Flint glass 
makes a spectrum of double the length that crown glass does. 

Spectra from artificial lights rarely contain all the colors, but they 
are colors belonging to the solar spectrum, in the same order, but 
with modified intensity. A yellow flame produces a spectrum in 
which the yellow tint predominates. With a prism we never get 
the exact extent of each color due to its wave length. This is given 
by the diffraction grating. (See p. 200.) 


What is the explanation of the production of the spectrum? 


The colors of the spectrum are simple, and cannot be further 
decomposed. <A pencil of violet rays on passing a second prism will 
be refracted, but will be violet still. The simple colors have differ- 
ent degrees of refrangibility. In comparing their indices of refrac- 
tion, that of the yellow light of sodium is taken as the standard. 

The cause of the difference in refrangibilities—7. e. the cause of 
color—depends upon the number of waves emitted in a second of 
time, or on their corresponding wave-lengths. Numerous waves go 
with a short wave-length. In a dense medium like a prism the 
short waves are more retarded than the long ones, and hence re- 
fracted more. Violet has short waves of about zsdgq in., and 
red has longer ones of ss455 In. The eye is able to appreciate 
about this range of wave-length. There is a limit to its sensibility, 
and there is much more to the spectrum than can be appreciated 
by sight. 


How may white light be recomposed? 
We have ascertained its composition by analysis; can it be veri- 
fied by synthesis ? 
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It may be reproduced in six different ways: 


(1) By a prism ; 

(2) By a double convex lens ; 
(3) By a concave mirror ; 

(4) By a series of mirrors ; 
(5) By a rotating disk ; 

(6) By an oscillating prism. 


(1) Let the spectrum formed by one prism fall upon a second of 
the same material and refracting angle, but inverted. ‘The latter 
will reunite the colors, and the emergent ray of white light is par- 
allel to the first one. 

(2) Let the spectrum fall on a double convex lens or on a glass 
globe filled with water, and a white image of the sun will be formed 
on a screen placed at the focus. 

(3) Same result as in (2). 

(4) Let the seven separate colors strike the plane surfaces of seven 
little mirrors, which can be inclined in all directions. ‘The reflections 
of these seven colors may be superimposed upon a screen, and a sin- 
gle white band is obtained. 

(5) Newton’s disk does the same by mixing the colors in the eye. 
The colors are arranged on the disk in proper proportions, and it is 
then rapidly rotated, giving an effect of grayish white. These are 
not properly prismatic colors, but pigments, or a pure white would 
result. 

(6) If a prism upon which the sunlight falls be made to oscillate 
rapidly, so that the spectrum oscillates rapidly, the middle of the 
spectrum appears white. 


Explain the color of bodies. 


Color is not a quality of the object illuminated. ‘‘ All look alike 
in the dark.’’ If a white object in the dark be successively illumi- 
nated by the prismatic colors, it will appear violet, indigo, blue, ete. 
Those bodies which reflect or transmit all the colors in the propor- 
tion in which they exist in the spectrum are white, those which 
reflect or transmit none are black. Between these two limits are all 
possible tints, according as bodies reflect or transmit some colors and 
absorb others. A body appears yellow because it absorbs all the 
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colors except yellow, and this it reflects or transmits to our eyes. 
(If transmitted the body is transparent. ) 

When houses are painted color is not applied to them. Pigments 
are applied which have the property of absorbing all the colors 
except that one we would have the house appear. 


What are complementary colors? 

White can be produced in other ways than by mixing all the colors. 
If we can get the coincident action of two or more colors on the ret- 
ina, it gives a single impression which cannot be resolved. On a 
black surface, about 2 in. apart, place two small bits of paper, one 
yellow and the other indigo-blue (Fig. 84). 
In a vertical position above and between 
them hold a slip of plate glass. Looking 
obliquely through it, you may see one paper 
by transmitted light and the other by reflec- 
tion. The two may be made to overlap in 
the eye, when both colors apparently disap- 
pear, and the color resulting from their mix- 
ture takes their place—viz. white or gray. White can always be com- 
pounded of two tints, which are called the complementary colors. 


Fig. 84. 
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In the wheel of Fig. 85 those colors at the ends of each diameter 
are complementary. By splitting the green and making eight colors 
from the seven, they follow in regular order. 

Again, on a white background lay a piece of blue paper. Look at 
it steadily for a few seconds, and then suddenly remove it. In its 
place will appear the image of the paper, but colored yellow. It is 


the after-image. If any other color in the circle be taken, the after- — 


image will be the color that stands opposite. The explanation is 
that when we look at blue for a time the eye becomes fatigued by 
this color, while it is fully susceptible to the others. So when it is 
brought to look at white, which is a compound of yellow and blue, 
it receives a vivid impression of the former and a faint one of the 
latter. 


What is the effect of mixing colors? 

Mixed colors are those produced by the combination of two or 
more colors. If green is mixed with red in varying proportions, it 
will produce any of the colors between these two on the diagram. 

Green mixed with violet produces any of the colors between these 
two, and violet and red produce purple. 

So from red, green, and violet all possible colors may be con- 
structed. These are called the three primary or fundamental 
colors. 

There are three points to discriminate in regard to color: tint, due 
to a definite refrangibility; saturation, due to a greater or less 
admixture of white light; and intensity, due to amplitude of 
vibration. 


How do pigment colors differ from prismatic? 

The spectral colors blue and yellow produce white. If, however, 
a chrome-yellow pigment and an ultra-marine blue be mixed, it 
leaves green: no white is formed. The reason is that with pigments 
we have a case of subtraction of colors, and not of addition. Let 
the blue solution of copper sulphate be interposed in the path of the 
light which forms a solar spectrum: we shall find that the red, 
orange, and yellow rays will be cut out. Interpose a yellow solution 
of bichromate of potash, and the blue and violet rays will be 
absorbed. Both solutions will subtract all the colors except the 
green. 


ee 
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Cancelled by blue solution, K @ Y G BV. 
ns yellow “ ROYGBY. 
us both “ KOYGBY. 


Blue glass is opaque to yellow light, and ig used in testing for 
potassium. 


What is homogeneous light? 

The light from luminous bodies is seldom quite pure; 7. e. it will 
contain more than one color. A homogeneous light is monochro- 
matic, has but one color, and vibrates in one particular wave-length. 
Sodium or common salt ina Bunsen’s flame gives a homogeneous 
yellow light of great purity. 

Glass colored with suboxide of copper absorbs nearly all rays but 
the red. <A nearly pure blue comes from transmitting ordinary light 
through an ammoniacal solution of CuSO, 


What are the properties of the spectrum? 


It has luminous effects ; 
It has heating effects ; 
It has chemical effects. 


Inminous.—The greatest intensity of light is in the yellow part 
of the spectrum, and the least in the violet. 

Heating Effects. —By moving Melloni’s thermo-multiplier from 
the violet end of the spectrum to the other, a higher T. will be 
noted as the red is approached. With a prism of crown glass the 
maximum TT. is in the middle of the red, but it varies somewhat 
with the nature of the prism. 

The heating effects go beyond the visible red, and these invisible 
rays are called calorific, or ultra-red, rays. They have longer wave- 
lengths than the luminous rays. 

Chemical Effects.—Light acts as a chemical agent on many sub- 
stances. It blackens chloride of silver. A paper wet with this 
solution suffers no change in the dark, but exposed to the spectrum 
it is turned black unevenly. The change is slowest in the red, but 
increases till a maximum is reached in the first part of the violet. 
It ceases beyond the visible limit of the violet. 

These ultra-violet rays are more refrangible and of shorter wave- 
length than the luminous rays. They are called chemical or actinic 
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rays. If we call the whole length of the visible and invisible spec- 
trum 14 in., the actinic part will be 3 in. long, the luminous part 
1 in., and the thermic part 10 in. So we see only about 7; of the 
whole spectrum. 

Iodine and bisulphide of carbon are opaque to the light part of 
the spectrum, but not to the heat or chemical action. A reddish- 
yellow light or glass colored with oxide of Cu is opaque to chemical 
rays, and useful in the photographer’s ‘‘ dark closet.’’ A solution 
of alum and water is opaque to heat rays. A capsule of alum-water 
prevents the burning of the specimen in powerful microscopes. 


What are Fraunhofer’s lines ? 


Rays are wanting for several grades of refrangibility, and through- 
out the luminous solar spectrum a number of black lines are seen. 
This only occurs when the spectrum is formed through a slit, not if 
around hole be the aperture. Wollaston first observed these lines 
in 1802. 

Fraunhofer, an optician of Munich, gave a detailed description 
of them in 1815. He distinguished the most important by certain 
letters of the alphabet. About 576 have been mapped and photo- 
eraphed, and are constant for solar light. Brewster and others have 
counted 2000 to 3000. Several supposed to be single have been 
shown to be compound. 


What is spectrum analysis? 


No two substances give spectra having the same combination of 
lines. Spectrum analysis consists in determining the presence or 
absence of given substances in a luminous vapor by the presence or 
absence of their characteristic lines in the spectrum. Likewise, 
substances present in the solar atmosphere can be determined by 
reversed lines of the solar spectrum. 

Bunsen and Kirchhoff in 1859 were the first to investigate the 
dines of a spectrum with a view of making their observations a 
method of analysis. They found that salts of the same metal when 
volatilized always produced lines identical in color and position, but 
different in color, position, or number for different metals. and that 
an exceedingly small quantity of the metal is sufficient thus to detect 
its presence. 
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Describe the spectroscope? 


This is an apparatus devised by these men for studying the spec- 
trum. ‘The necessities are—a slit, a lens, a prism, and a telescope ; 
others add a candle to reflect a scale. The usual form consists of 
three telescopes mounted on a common foot whose axes converge 
toward a prism P of flint glass (ig. 86). Telescope A is for the 
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observer, B conducts the light under investigation, and C gives an 


image of a very fine scale by which to measure the relative distances 
of the lines. The rays from light G pass an adjustable slit and fall 
on the lenses of B, emerge in parallel lines, and strike prism P. 
They are refracted and dispersed, forming a spectrum, an enlarged 
image of which is seen by the eye through A. 

At the end of C is placed a micrometer, which is a photographie 
negative on glass of a millimetre scale. The scale is illuminated by 
candle F, and its rays, made parallel, are reflected by the face of 
the prism, forming an image of the scale in front of that of the 
spectrum. Thus the relative distances of the spectral lines can be 
measured and recorded. Telescope B is called the collimator. 

The spectra of two flames can be compared at the same time— 
one known and one unknown. Rays from the. second one are ad- 
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mitted into B above the other. They come from a flame placed at 
the side, and are turned into B by means of a right-angled prism. 

The flames are usually a jet of ordinary gas from a Bunsen’s 
burner in which all the carbon is fully burned. Into this jet is 
passed a platinum needle dipped beforehand into a salt of the 
metal to be. studied. 

Some metals cannot be thus vaporized. The electric light will 
not vaporize Fe or Al. It can be done by taking electric sparks be- 
tween wires of the metal whose spectrum is required ; best obtained 
by a Ruhmkorff’s coil. This will vaporize anything, bringing all 
metals under the sphere of spectrum observation. Instead of one 
prism, a train of prisms may be used, increasing dispersion, but 
lessening the illumination. 


What is a direct-vision spectroscope ? 

By combining prisms, light is not refracted, but may be decom- 
posed and produce a spectrum. ‘Two flint- and three crown-glass 
prisms are placed in a single brass tube which moves in a second 
one. At one end is an adjustable slit, focusing upon which is an 
achromatic lens between the slit and the prisms. The spectrum is 
viewed from the opposite end. 


What are some of the discoveries by the spectroscope ? 

A Na spectrum contains neither red, orange, green, blue, nor 
violet, but is marked by a very brilliant yellow line. gpgqdnaa 0th 
of a grain of Na is enough to produce this yellow line; so it is very 
difficult to avoid its appearance, a little dust in the air producing it. 
With the first experiments its omnipresence was convenient as an 
established landmark. 

Whenever a new line is found, not before mapped or recorded, its 
investigation may lead to the discovery of a new element. 

First after making their instrument Bunsen and Kirchhoff dis- 
covered in mineral water rubidium, and then ccestum, the former 
distinguished by two brilliant dark-red lines, the latter by two blue 
ones. Then thalliwm was found independently by Crookes of Eng- 
land and Lamy of France, characterized by a single green line. 
Then followed tndiwm and gallium, the former having a line in the 
indigo. 

The character of spectra changes with temperature and pressure. 
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Spectra of gases are best obtained by passing an electric spark 
through tubes contaiming the rarefied gas—viz. through Geissler’s 
tubes. 


Mention the kinds of spectra. 


(1) Continuous ; 
(2) Bright line ; 
(3) Dark line; 
(4) Bright band ; 
(5) Dark band. 


(1) All treandescent solids and liquids give a continuous spectrum ; 
¢. g. the candle, kerosene lamp, gas-jet, or electric light. The 
incandescent solids in these cases are minute particles of carbon. 

(2) Bright line or discontinuous spectrum is produced by ‘nean- 
descent gases or vapors. ‘This may be called a positive spectrum. 

(3) The dark line or sun spectrum is produced by the sun, moon, 
planets, and fixed stars. It may be called absorption or negative 
spectrum. 

(4) The bright or positive-band spectrum is given by comets and 
nebulee. 

(5) The dark: or negative-band spectrum is formed by substances 
of animal chemistry, as blood, albumin; also by wine, beer, and 
salts of didymium. Useful in physiology and pathology and medico- 
legal investigations. 


What is the explanation of the dark lines of the solar spec- 
trum ? 


In front of an electric light let there be placed a flame colored 
with Na, and let rays from both lights enter the spectroscope. 
Where we would expect the yellow bright line of Na is found a 
dark line. In the same way, if the electric light traverse vapors of 
K or Ba, the bright lines which they would have produced are 
replaced by dark ones; hence the name absorption spectra. It 
appears that the vapors of certain substances quench or absorb the 
very same rays which they are capable of emitting. The Na vapor 
absorbs from white light those rays having the same refrangibility 
as its own; others pass unchanged. It is here made possible to 
apply spectrum analysis to astronomy. 
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Four hundred and sixty bright lines of Fe are known. Kirchhoff 
found by direct comparison that the bright lines which characterize 
Fe correspond to dark lines in the solar spectrum. He found the 
same to be the case for Na, Mg, Ca, Cu, Ni, H, and others. 

We may draw important conclusions with regard to the constitu- 
tion of the sun. Since solar spectra have dark lines where Fe, Na, 
ete. give bright ones, it is probable that around the body of the sun 
is a vaporous envelope which, like the Na flame in the experiment, 
absorbs those rays from the body of the sun which the envelope, 
called chromosphere, is capable of emitting. The central nucleus or 
photosphere emits all wave-frequencies, and would give a continuous 
spectrum. 

One of the triumphs of spectrum analysis has been the discovery 
of the nature of the sun’s flames or protuberances: they sometimes 
shoot up 70,000 miles high. The eclipse of 1868 was especially 
studied for this purpose. Draper found that the sun’s vapor con- 
tained free O and H. Steam can be passed through a red-hot 
platinum tube, and O and H will pass out the other end, and yet 
not be water. This is called dissociation, and these two gases are 
present in that way in the sun’s vapor. These protuberances can 
now be investigated at any time without waiting for an eclipse. 
Draper concluded that the sun’s spectrum was partly bright line and 
partly dark line. White light comes from the solid interior of the 
sun, and a bright-line spectrum from its envelope. The combination 
gives a dark line. He also thinks that sunlight is blue really, but a 
certain portion is filtered out and gives us white. 

The bright-band spectra are hardly explainable, but probably come — 
from an incandescent gas. Comets have bright bands rather than 
lines, perhaps from rapid motion. The star Sirius has great velocity 
and gives a bright-band spectrum. It has been thought that all 
nebulze were stars, but the spectroscope does not show it. 


What is fluorescence? 


Fluorescence is that property which some substances have of 
appearing colored blue when viewed in reflected light, and colorless 
when seen by transmitted light. By placing a vessel of quinine 
sulphate solution in different parts of the spectrum, beyond the 
violet end, rays of a beautiful blue color can be seen. The usually 
invisible ultra-violet rays have changed their refrangibility, have 
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Jessened their vibration speed, and toned down so we can see them. 
This property is confined almost wholly to the violet end of the 
spectrum. Fluorescence and phosphorescence probably differ only 
in degree. 


What is chromatic aberration and its remedy? 

As lenses are made up of a series of prisms with infinitely small 
faces, it is easy to see that a lens not only refracts light, but decom- — 
poses it like a prism, giving images with colored edges. This defect 
is due to the unequal refrangibility of simple colors, and is called 
chromatic aberration. There is really a distinct focus for each color: 
the violet rays, being most refrangible, find a focus nearer the lens 
_than the red ones do. 

Achromatism is the term applied to the phenomena of refraction 
of light without decomposition. By combining prisms of different 
refracting angles and of equal dispersive powers the dispersion of 
each is neutralized and the refraction not destroyed. 

The base of one prism is applied to the apex of the other, so that 
dispersion takes place in contrary directions and is made nil. 


How are achromatic lenses made? 

They are made of two lenses cemented together, whose dispersion 
is equal and neutralized. The substances of which they are made 
have unequal dispersive powers, and so the two need not be of the 
same size and shape. One is a meniscus of flint glass of small an- 
gle, and the other a double convex lens of crown glass of large 
angle. Several lenses or prisms may be necessary to obtain perfect 
achromatism. 


CHAPTER XVII. 
OPTICAL INSTRUMENTS. 


What are the optical instruments ? 
An optical instrument is a combination of lenses or of lenses and 
mirrors. ‘There are three classes: 


(1) Microscopes ; 
(2) Telescopes ; 
(3) Instruments of cet 
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The two former yield virtual images, the latter in general give real 
images. 
What is the principle of the simple microscope ? 

The simple microscope or magnifying-glass 1s merely a convex 
lens of short focal length. The object is placed between the lens 
and its principal focus, and the image is erect, virtual, and magni- 
fied, as in Fig. 80. The image is larger the nearer the object is: to 
the focus. 

Focusing is finding the distance of most distinct vision. Spher- 
ical aberration may be corrected by using two plano-convex lenses 
instead of one double convex, called Wollaston’s doublet. 


What is the principle of a compound microscope? 

In its simplest form it consists of two condensing lenses, one with 
a short focus placed near the object, called the olject-glass or objective, 
and the other, which is less condensing, is the eye-piece or power, 
being close to the observer’s eye. The object A B (Fig. 87) is 
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placed a little beyond the principal focus of M. A real, inverted, 
and somewhat magnified image is formed at a b, which is between 
N and its focus F. So N produces the same effect on this image as 
a simple microscope would upon an object. It produces a’ 0’, vir- 
tual and still more magnified, and inverted in regard to the object. 
A compound microscope is nothing more than a simple one 
applied, not to the object, but to its image, already magnified by the 
first. lens. 

Focusing is accomplished by changing the distance between the 
objective and the object, the distance between the eye-piece and the 
object-glass remaining the same. With telescopes, where objects are 
inaccessible, focusing is effected by varying the distance between 
the eye-piece and the objective. 

Good microscopes have combinations of lenses for the correction 
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of spherical and chromatic aberration and for the production of high 
and low magnifying powers. 
_ A binocular microscope is made with two barrels and two eye- 
pieces, but is not very practical for high powers. 
It is not necessary here to describe the various mechanisms and 
accessories of a first-class microscope, the methods of illumination, 
the different kinds of stages, of stands, and of lenses. 


How is magnifying power determined ? 

The measure of magnification is the ratio of the apparent diam- 
eter of the image to that of the object. This is near magnifica- 
tion, and the superficial or whole measure of area is the square of 
the linear, for the area of a circle varies as the square of its diameter. 
If an object is magnified 40 diameters, its superficial magnification 
is 1600. 

Ina compound microscope the magnifying power is the product 
of the respective magnifying powers of the objective and of the eye- 
piece. If the first magnifies 20 diam., and the second 10, the total 
is 200. 

A power of 1500 diam. has been obtained, but it ought not to 
exceed 500 or 600 to obtain well-illaminated images. ‘This gives a 
superficial enlargement of 250,000 to 360,000 times that of the ob- 
ject. The power is obtained experimentally by placing a micrometer 
in front of the object-glass, and reflecting the image of its lines upon 
a screen upon which is another scale of millimetres. By comparing 
the two the magnifying power is deduced. 

The absolute magnitude of objects can also be found. Since the 
magnifying power is the quotient of the size of the image by the 
size of the object, it follows that if we divide the size of the image 
by the magnifying power, we have the size of the object. 

size of image. 


‘ size of image 
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Telescopes. 


Describe the astronomical telescope. 

Like the microscope, it consists of a condensing eye-piece and 
object-glass. The object-glass M (Fig. 88) forms between the eye- 
piece N and the focus of N an inverted image of the heavenly body. 
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The eye-piece, acting as a simple microscope, gives a virtual and 
highly magnified image of a 6 at a’ 0’. 

The construction is similar to that of the compound microscope, 
but with this difference. In the microscope both object-glass and 
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eye-piece magnify; in the telescope there is no magnification except 
by the eye-piece, which should be of very short focal length. 

A smaller telescope, called the finder, is placed above the larger one, 
having a large field of view. For accurate observations of transits, 
etc., two hair lines or spider threads at right angles to each other 
are stretched across a circular aperture inside the tube. The object- 
glass is as large as possible, so as to collect a great deal of light from 
the distant object. The Clarks of Cambridge, Mass., are now making 
one for Russia four feet in diameter, the largest in the world. It 
requires several years to make one—great care and skill and empir- 
ical grinding. ‘Telescopes are of such power that a ball 2 in. in 
diameter and 250 miles distant is distinctly visible if properly illu- 
minated. 


Describe the terrestrial telescope. 

The simple microscope gives an erect image ; the compound micro- 
scope and the astronomical telescope give inverted images, but the 
terrestrial telescope must have erect images. This is effected by two 
condensing lenses placed between the object-glass and eye-piece. 
The distance between these two remains constant. The inverted 
image is reinverted, and as such is magnified by the eye-piece. 


What is the construction of the opera-glass and Galileo’s tele- 
scope ? 
This is the simplest telescope of all, having only two lenses—an 
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object-glass and a diverging double concave eye-piece. It gives at 
once an erect image. Opera-glasses have the same combination. 
The eye-piece is so placed that the image formed by the objective 
vould fall behind it, as at a b (Fig. 89). But the rays are refracted 


Fig. 89. 


and diverge, so that the eye sees a virtual image magnified and erect 
at a’ b’. This was the first telescope directed toward the heavens, 
and by it Galileo discovered the spots on the sun, the mountains of 
the moon, and Jupiter’s satellites. 


What is the principle of the chief reflecting telescopes ? 

The above are refracting telescopes, but before achromatic lenses 
were known the old style were reflecting telescopes, a concave metallic 
mirror being used instead of the object-glass. 

Gregory’ s telescope consisted of a long tube closed at the observer's 
end by a large concave mirror with an aperture in it. Rays were 
reflected from this outward upon a second small mirror, thence back 
to the eye again at the aperture, thus traversing the tube three times. 

Newton’s telescope is similar. The large mirror is not perforated, 
but throws its rays upon a small mirror at an angle of 45°, which in 
turn sends the reflected rays toward an eye-piece situated in the side 
of the tube and not at the end. 

Herschel’ s telescope has been a celebrated instrument. The mirror 
here is inclined, so that the image is formed on the lower side of the 
tube at the outer end. The light enters the tube over the observer’s 
head, and is reflected back to him from the opposite closed end. 
This is a front-view telescope, and gives better illumination than the 
other reflecting ones. Herschel’s great telescope was constructed in 
1789, and was 40 feet long. » 


Instruments of Projection, for Forming Pictures of 
Objects. 


The camera obscura has already been described. (See Fig. 52.) 
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It was a toy until the photographers brought it out. The inverted 
image is formed upon a sensitized plate, the rays producing chem- 
ical action, and a picture is obtained. 

The camera lucida is a small instrument depending on internal 
reflection, and used for tracing the outlines of an object. 


Describe the magic lantern? 


This is an apparatus by which a magnified image of a small object 
may be projected on a screen in a dark room. It is also called stere- 
opticon and megascope, and is really a reversed camera obscura. The 
light generally used is the Drummond light, where a flame from an 
oxyhydrogen blowpipe is directed against a stick of lime, and raises 
it to a white heat. The electric light may be used. This light is in 
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the focus of a concave mirror situated posteriorly, which reflects the 
rays upon two plano-convex lenses at C (Fig. 90). 

They illuminate a figure painted or photographed upon a glass - 
slide at D. In front, upon a sliding piece at KH, are two projecting 
convex lenses which produce a real, magnified, and inverted image 
on a distant screen. Of course the slide must be put in place 
inverted; then the image on the screen is erect, or it is corrected by 
a prism placed in front of E. Generally a bundle of glass plates is 
used in connection with the condensing lenses to give polarized light. 
Dissolving views are produced by two lanterns, which throw their 
images on the same spot. As the shade is raised from the lens of 
one it is lowered in front of the other. 

The solar microscope is only a magic lantern illuminated by the 
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sun’s rays regulated by the heliostat. It is used in a dark room, 
with the sunlight admitted through a shutter. 


CHAPTER XVIII. 


PHOTOGRAPHY. 


What is photography and its history up to Daguerre? ~ 

Photography is the art of fixing the images of the camera obscura 
on substances sensitive to light. 

That light produces chemical changes is well known in the fading 
of colors or seen by the chemical combination of H and C) gas. All 
salts of silver are affected by light, especially by the ultra-violet 
rays. 

Scheele, who discovered O, really discovered photography, and 
made some observations in 1777. Watt and Bolton in 1792 even 
made a few pictures, but Thomas Wedgewood in 1802 is known as 
the first man to take a picture. He and Davy put an opaque object 
upon a silver-chloride paper and exposed it to the sun. They got a 
white picture on a dark ground, but didn’t know how to prevent the 
further action of light, and had to look at their pictures by candle- 
light. 

In 1813, Niepce started out for success. His idea was something 
like that of an etching. Asphalt is soluble in various oils, but if 
exposed to a strong light Niepce found it was insoluble in oil of tur- 
pentine and oil of lavender. So he coated a Cu plate with varnish 
of asphalt or bitumen, exposed it to the object in strong light, and 
afterward washed off the soluble parts by oil of lavender. This gave 
a permanent image, a sort of heliograph. 


Describe Daguerre’s process. 

Daguerre worked with Niepce and made a success in 1839. He 
used silver salts, and not asphalt. When the news came to this 
country that a new photographic process was discovered, scientists 
were slow to believe, as they had already been hoaxed by young 
Herschel’s telescope. This was in 1835. John W. Draper of New 
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York, with a few hints from the other side, really reinvented 
daguerrotypes, and made better pictures than Daguerre ever did. 
Barnard took it up after Draper. 

We may here mention the four steps necessary for the production 
of any permanent picture; Daguerre found them out partly by 
accident : z 


(1) Sensitize the plate ; 
(2) Expose the plate in camera ; 
(3) Develop the picture ; 

(4) Fix the picture. 

Daguerre in (1) used a well-polished Cu plate coated with Ag. 
It was then exposed to iodine vapor, forming a layer of’ sensitive 
iodide of silver. (2) Next it was exposed in the camera, which had 
a large aperture. ‘This exposure required 15 or 20 minutes, but 
was afterward reduced to 1 or 2 minutes by using accelerators in 
the iodide of silver, such as Br or hypobromite of Ca. (3) Next 
it had to be developed in a red or red-yellow light—7. e. light free 
from actinic rays. ‘The plate is exposed to Hg vapor, which metal 
is deposited on the silver salt, most acted upon by the light, in form 
of globules imperceptible to the eye. The shadows or those parts 
least acted on are still covered with iodide of silver. This super- 
fluous iodide is washed away in step (4) by hyposulphite of soda or 
common salt solution. ‘This does not affect the metallic Hg, so the 
light parts of the image are Hg, and the shaded is the Cu plate, 
which still retains its lustre. 

The first radical improvement was made here in America by ‘‘ton- 
ing’’ the picture with a solution of chloride of gold. 


What is a Talbot-type? 


Fox Talbot of England gave the first idea of a negative. A nega- 
tive is an image, usually on glass or paper, with reversed tints and a 
lateral displacement. ‘The light parts of the object are dark on the 
negative, and vice versa. ‘They serve to produce a positive, which 
gives the natural lights, shades, and position. Talbot made waxed- 
paper negatives. He used iodide of potash on the paper and floated 
‘it in silver nitrate solution. It was then exposed, and next brushed 


186 ESSENTIALS OF PHYSICS. 


over with acetic and gallic acid, which fixed metallic silver on the 
parts most acted upon by light. It was then waxed. 

An improvement on this method was to wax the paper before the 
picture was taken. 


Describe the collodion or wet-plate process. 


Scott Archer in 1851 used collodion on a glass plate as a vehicle 
for sensitive silver salts. Schonbein is noted for discovering ozone 
in 1840 and gun-cotton in 1841. There are three varieties made 
from cellulose by the action of HNO, and H,SQ,. 


C,3H3,0), is cellulose ; 
H—O—NO, is nitric acid. 


C,sH.,(NO,); O18 soluble, 
Gun-cotton } Cisla(NO,)s 0 for making collodion. 
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So a less explosive kind of gun-cotton is dissolved in aleohol and 
ether, and makes collodion. 

(1) To Sensitize.—Coat one side of a glass. plate with coliglian 
containing 1odide or bromide of cadmium or KI. Plunge the plate 
into a bath of AgNO,, about 30 gr. to the ounce, and sensitive 
iodide of silver is formed: AgNO,+ KI=AgI-+ KNO,. After 
about one minute the plate is taken out, drained, and put in a plate- 
holder. All this is of course done in the dark closet. 

(2) Expose in a camera for one minute, a fraction thereof, or more 
according to light. 

(3) Develop in the dark room by pouring over the plate a solution 
of protosulphate of iron or of pyrogallic acid, which reduces to a 
metallic state those parts of the iodide of silver most acted upon by 
the light: 6AgI + 6FeSO,;= 6Ag +2Fe,(SO,); + Fe,I,. When the 
picture is fully brought out, wash with water to stop further devel- 
opment. 

(4) Fix, by dissolving off the AglI not acted on by light. Hypo- 
sulphite of soda does this. Where the shadows of the object were 


no Ag is deposited, and this part is left light. Wash well with — 
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water to remove all ‘“‘hypo;” dry and then varnish for preserva- 
tion. 

Pictures taken on tin are silver on a black surface, called tintypes, 
ambrotypes, or ferrotypes. ‘They are positives. 

So we have considered Niepce with his asphalt pictures, Daguerre 
with Hg. pictures on Cu, Talbot with paper negatives waxed, and 
Archer with collodion wet plates or negatives on glass. 


What is the dry plate? 


The wet plates are now wholly given up for dry plates. An emul- 
sion is made of gelatin and bromide of silver. Sometimes albumin, 
collodion, honey, or glycerin is used for the vehicle. The emulsion 
is heated for 45 minutes; then strained and cooled and applied to 
glass plates of various sizes. ‘These are packed by the dozen in 
boxes secure from light, and shipped all over the world to be used 
by the professional artist or the enthusiastic amateur. The sensi- 
tiveness of such emulsion is wonderful, and it is made of different 
degrees. Through an aperture of ,4) in. a picture may be taken in 
goo see. portraying unheard-of attitudes of trotting horses, jump- 
ing men, or flying birds. 

Instead of coating glass with this sensitive gelatin, paper may be 
so treated, which has to be ‘‘stripped off’’ after the picture is de- 
veloped. 

Within two years a most perfect backing has been found in trans- 
_ parent celluloid.. This is sold in long rolls called fis, and used on- 
a roll-holder in the back of the camera, and exposed in sections. 

Photographs may be taken by electric or Mg light, as they possess 
actinic rays. 


Can colors be photographed ? 


Orthochromatic plates which contain eosin are not merely sensi- 
tive to the ultra-violet rays; with these plates yellow objects, instead 
of appearing black, or blue objects appearing white, will appear in 
their true relation of brightness to one another, but not in ‘color. 
This spring Prof. Lippman of the French Institute is said to have 
photographed colors and taken pictures of the spectrum. He finds 
two essentials necessary: (1) The sensitive substance must be spread 
in a state of almost infinite subdivision in a transparent vehicle, as 
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gelatin, albumin, etc. (2) The sensitive plate must be placed on 
the back of a reflecting surface. During exposure it is fixed in a 
carrier containing Hg which forms a plane mirror in contact with the 
plate. The whole secret lies in the Hg mirror, which changes the 
wave-lengths of the different colors and allows them to be repro- 
duced. If successful, this will be one of the great advances of the 
age. 
How are composite pictures taken ? 

These are obtained by getting the images of a number of photo- 
graphs on a plate at the same spot, and then developing. 


What is photo-micrography ? 

This is the process of taking pictures of microscopic objects. A 
micro-photograph means a microscopic photograph, one so small 
that it cannot be seen by the unaided eye. The same photo-micro- 
graph cannot have high magnification, distinctness, and good illu- 
mination; one or the other has to be sacrificed. If not perfect, 
they are useful as guides and a basis for drawings. 

For light there is nothing equal to sunlight introduced through 
a shutter, concentrated by a lens, and kept constant by a heliostat. 
With orthochromatic plates and sunlight the exposure need be only 
1 or 2 secs, Almost as good pictures can be taken by artificial light 
from a series of five or six gas-jets arranged tandem and focused on 
the specimen by a reflector 

This way was devised by Dr. Sternberg: A sheet of asbestos with 
a central aperture is placed between the lights and the microscope, 
to ward off too great heat. Use any good microscope whose tube 
ean be placed horizontally. The eye-piece and end of the tube are 
placed in a blackened funnel which enters a camera with a long bel- 
lows. First focus the microscope on a certain part of the specimen ; 
its real and magnified image is caught on the ground-glass back of 
the camera, and the microscope has again to be focused. 

The farther the back is from the eye-piece the greater the 
diameter of the picture. Exposure may have to be 5, or even 10, 
minutes with artificial light. 


How are positives made? 
When once a negative is obtained, it may be used for printing an 
indefinite number of positives. To make silver prints, albumin- 
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paper is used impregnated with NaCl and AgNO,—. e. with AgCl. 
This paper is sold in large sheets or in packages, and is placed upon 
the film side of the negative. Plate and paper are then placed in a 
printing frame, and that in the sun, so that sunlight passes through 
the glass and strikes the paper. 

The nearly transparent parts of the negative let much light 
through, and give dark shadows on the print, and so the natural 
lights and shadows of the original are returned. The prints are 
toned with Au Cl,, and fixed with ‘‘ hypo,’’ just as a negative was, 
otherwise they become black. They then should be washed several 
hours in running water, dried, trimmed, and mounted on card- 
boards. 3 

Blue prints are good for machinery, architecture, or landscapes. 
The paper is impregnated with ferrocyanide of potassium and citrate 
of iron and ammonium. After printing they are simply soaked in 
water and then dried. 

Bromide prints are used for enlargements. 

Platinum prints are very beautiful. Paper charged with ferric 
oxalate is printed, and then developed by a platinum salt. There 
are also uranium prints, red prints, black prints, ete. 


What is the artotype or Lambert-type? 


A mixture of charcoal and gelatin is made, called carbon tissue, 
which is insensitive to light. This is sponged over with bichromate 
of potassium and exposed with the wetted negative upon it. The 
light strikes through the transparent part of the negative and makes 
the gelatin insoluble. The rest of the gelatin and carbon not acted 
on by the light can be washed off. This gives a positive called arto- 
type (also written autotype) or gelatin transfer. 


What are the different processes for making negatives? 
(1) Talbot-type, paper negative waxed ; 
(2) Waxed-paper process ; 
(3) Albumin on glass ; 
(4) Wet-plate collodion ; 
(5) Dry plates and films; 
gelatin emulsion, 
collodion emulsion, ete. 
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How are positives obtained ? 
Directly by 
Daguerrotype, 
Tintype, 
Dry plates by treating the negative with KCN. 
Indirectly by a negative: 
Silver prints, 
Blue prints, 
Bromide, ‘‘ platinum,”’ ete., 
Artotype, ‘‘ carbon tissue,”’ : 
Exposing dry plate to a negative and developing. 


What are the photo-mechanical processes? 
Most depend on the carbon tissue and gelatin film. 


(1) Woodbury-type ; 
(2) Callotype (color) ; 
Albert-type 
Heliotype +m gelatin, and printed with printer’s ink, - 
Artotype 
Indo-tint. 
(3) Gelatin transfer process: 
Photo-lithograph, 
Photo-zincograph, 
Photo-electrotype. 
(4) Relief process: 
Photo-engraving, type-metal relief’; 
Photo-electrotype, copper-metal relief. 
(5) Intaglio process : 
Photo-etching, 
Photo-electrotype. 


(1) To make a Woodbury-type the gelatin film is used, which 
stands up in relief where the light has struck through the negative. 
This film may be pressed into zine plates or into paper by hydraulic 
power, and a mould is made. From this a sort of leather picture 
can be made, used a good deal in illustrating books. 

(2) Callotype.—Albert of Munich placed the gelatin film on glass, 
and used it for printing with printer’s ink. Printer’s ink may be 
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used of two kinds—a thick, and a thin one giving half tones and 
tints. The heliotype is only the thin gelatin film removed. Old 
etchings may be reproduced in this way. 

Silicate of soda with the gelatin preparation is more available for 
the printer's ink. . 

The photo-lithograph is made by drawing a picture on limestone 
with crayon. Wet it with gum-water, which the stone absorbs 
where there is no crayon. Lay a paper on the stone and put it in 
the press, and you have a stone picture on paper. (ret a negative 
from a steel engraving, then a transfer on paper, and that on stone, 
and then we can print 1200 per hour. Ora gelatin relief is made 
from the negative, and from that a plaster of Paris cast, into which 
type-metal is poured. Knock off the plaster, and reproductions are 
printed from the type-metal. 

Photo-electrotyping does not apply to the human face—must have 

distinct lines. First get a gelatin relief from a negative, which is 
impressed on wax, and the wax mould is electroplated. (See p. 280.) 
Further descriptions must be sought in special works on these 
subjects. ; 
* I would here urge the importance of the photographic art to the 
medical man. <A picture ‘‘ before and after’’ tells much more than 
a word picture, and is exact. Lip motion is photographed for the 
study of deaf-mutes. Any one can readily learn the whole process 
without an instructor, and can take good pictures of anything or 
anybody with an outfit costing $35 to $50. I refer to cameras with 
a stand or tripod. Be enthusiastic, but not a fiend. - 


CHAPTER XIX. 


THE EYE.—SOURCES OF LIGHT. 
Describe the optical apparatus of the eye. 


The eyeball measures about | in. transversely and .96 in. vertically 
and antero-posteriorly. The optic nerve emerges from it 4/5 in. to the 
nasal side of the median line. It consists of three concentric coats 
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and of certain fluid and solid media enclosed by them: (1) An exter- 
nal fibrous covering, the sclerotic and cornea. They are segments of 
two spheres: the cornea is anterior, transparent, prominent, and 4 as 
large as the posterior, which is opaque and has a large radius of cur- 
vature. (2) A middle vascular, pigmented, and partly muscular coat, 
the choroid and iris. (3) An internal nervous stratum, the retina. 
A fourth may be mentioned internal to these, the hyaloid membrane, 
which surrounds the vitreous humor. 

The refracting media are four: the cornea, the aqueous humor, the 
crystalline lens, the vitreous body, from before backward. 

The iris is an annular diaphragm placed in front of the lens, likea 
photographer’s ‘“‘stop.”’ It is self-regulating, having control over 
the quantity of light admitted, and correcting spherical aberration. 
Its aperture varies from <5 to 4 in. in diameter. 

The choroid contains black pigment, like the inside of a camera, 
and absorbs all rays not intended to co-operate in vision. If this 
pigment is not present, it is usually lacking in other parts of the 
body, constituting an albino. Here the eyelids are constantly blink- 
ing in the endeavor to replace the protection of the pigment. 

The back screen of the eye is the retina on which images are made 
and thence conveyed as sensations to the brain. The essential parts 
are the rods and cones situated near the external surface of the ret- 
ina, and most sensitive in the fovea centralis, which depression is in 
the centre of the yellow spot in the direct axis of vision. The blind 
spot is where the optic nerve emerges. 

The crystalline lens is doubly convex, being more so posteriorly, 
and is made up of concentric layers of different refractive powers. 
It is much more refractive than any artificial lens could be. 


Show the path of rays in the eye. 

The rays are refracted at the cornea, both by its density and con- 
vexity. The aqueous and vitreous humors have but little more 
refractive power than water, and are useful to preserve the shape 
of the eyeball. The lens need alone be considered (Fig. 91). First 
draw the secondary axes. The rays from A meet their secondary 
axis at a and the image of B is at b, thus giving a curved inverted 
image on the retina. 

The image formed by a convex lens is always curved, and in order 
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to be distinct at the edges should be received on a curved screen. It 
is distorted on a flat one, as in the camera. The image is inverted, 
as can be actually seen in an eye removed from a white rabbit or 
albino. There are many theories to explain why it is we do not see 
inverted images of objects. ‘The chief difficulty in explanation seems 


Fig, 91. 


to have arisen from the conception that the mind or brain is some- 
thing behind the eye, and looking into it and seeing the image; 
whereas the image simply causes a stimulation of the optic nerve, 
which produces some molecular change in some part of the brain. 
The brain is only conscious of this change, and not of the image nor 
' of its relative position. By sense of touch the mind learns from the 
first to associate these retinal sensations with a correct position of the 
object. 


B 


How is accommodation effected ? 


Accommodation means the changes which occur in the eye to fit 
it for seeing objects at different distances. In the camera we had a 
fixed lens and a movable screen; here we have a fixed screen and a 
movable lens. 

The crystalline lens varies its refractive powers by changing its 
convexity. When completely at rest it is adapted for seeing long 
distances, and we experience no effort. In attempting to see a near 
object we experience a muscular effort. The ciliary muscle pulls for- 
ward the choroid coat, to which is attached the suspensory ligament 
of the lens. Usually this ligament is tense and compresses the an- 
terior surface of the lens and flattens it. When it is relaxed by the 
ciliary muscle the lens bulges or becomes more convex by its own 
elasticity. If this elasticity is lost, then there is no accommodation 
for near objects. 

13 
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What are the defects of accommodation, and how are they 
corrected ? 


Fig. 92 shows the lens focusing parallel rays upon the retina. An 
eye that does this is a normal or emmetropic eye. 


Fias. 92, 98, 94. 


93 


94 


Fig. 93 represents a case of Aypermetropia, a condition often oc- 
curring in old people, where it is called presbyopia. The eye is too 
short and the lens is too flat, and the focus falls behind the retina. 
Itis far sight; only distant objects can be seen well, and near ones 
hardly at all. The remedy is to add another lens to help the erys- 
talline—viz. wear double convex or plano-convex glasses. 

Fig. 94 is myopia or short sight. The eye is too long and the lens 
too convex, so the focus falls short of the retina. Divergent rays 
from a near object will fall on the retina. The remedy is to wear 
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double concave or plano-concave glasses, which diverge the rays so 
that they do not come to a focus too soon. 

The little numbers engraved on glasses express their focal length 
in inches. The normal eye has a focal length of 10 to 12 in. 

Astigmatism is a defect due to greater curvature of the eye in one 
meridian than in others; it is generally seated in the cornea. Ver- 
tical and horizontal lines crossing each other cannot both be focused 
atonce. The remedy is the use of cylindrical glasses—/. e. curved in 
only one direction. 

Spherical aberration is corrected by the iris. Chromatic aberra- 
tion is present to a slight extent. 


Is there a persistence of visual impressions on the retina? 

This persistence is noted when we rapidly swing a live coal: it 
appears like a circle of fire. The individual teeth of a rapidly- 
moving saw cannot be seen. If in a dark night a moving railroad 
train be illuminated by a flash of lightning, it appears at a stand- 
still, for there was not time for the object to assume two different 
positions during the flash. The length of time for the persistence 
_ of an impression is variously stated as from 34 to } sec. The zoé- 
trope, or wheel of life, and other apparatus are founded on this 
principle. 


What is color blindness or achromatopsy ? 

This is an inability to distinguish certain colors. It is also called 
' Daltonism. ‘This is of the utmost importance to railroad employés 
and a variety of public servants. The defect is found in about one 
out of twenty, is more common in men, is congenital, and seems to 
be hereditary. | 

The most common kind is red blindness, where there is a difficulty 
in distinguishing red from green. Cherries and the leaves of the 
tree have nearly the same hue, and the fruit is distinguished more 
by its form than by its color. The explanation is that the elements 
of the retina which receive the impressions of red are absent or 
poorly developed. There is also a green and a violet blindness. 


What is visual purple? 
The change effected by light upon the retina may possibly be a 
chemicalone. A certain reddish-purple pigmentation has been found 
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on the retinal rods of some animals. It is destroyed by the act of 
seeing, is reproduced, and destroyed again. A solution of it can be 
obtained from animals killed in the dark. A temporary image may 
be fixed on the retina by soaking it in alum solution. It is called an 
optogram. 

As some animals possess this purple, and other strong-sighted 
ones do not, the theory is not worth much. 


What are the sources of light? 

(1) Celestial ; 

(2) Heat; 
(3) Chemical combination ; 
(4) Electricity ; 
(5) Meteoric phenomena ; 
(6) Phosphorescence. 


(1) Light comes from the sun and stars: it is a question whether 
or not the planets emit light or only reflect it, as our moon does. 

(2) The great source is heat. When any solid is raised to 1000° 
F., it begins to emit light, at first of a red color, then cherry or 
bluish, then white, and then violet. The waves get fast enough to 
become sensible to the eye, first being seen at 33495 In. wave-length. 

(3) Chemical combinations are seen in the gas-jet or candle-flame, 
which contain solids heated to incandescence. 

(4) In electricity the light is due to heat. A poor conductor, 
whether in a vacuum or not, becomes so hot that it gives (electric) 
light. 


What is phosphorescence and its causes? 


Phosphorescence is the property which some substances have of 
emitting light under certain conditions. They will shine in the dark. 
In the slow oxidation of phosphorus the light is not due to heat. 
There are five causes of phosphorescence: 


(1) Spontaneous phosphorescence ; 
(2) Elevation of temperature ; 

(3) Mechanical effects; 

(4) Electricity ; 

(5) Insolation, exposure to sun. 


Peak 
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(1) Sunflowers show light in the dark, and the more if they are 
shedding pollen. Fungi, decaying wood, meat, and dead fish have 
this property. The glowworm and firefly seem to have it under the 
control of the will. ‘lhe sea is often covered with a phosphorescent 
light, probably due to the minute animalcules and to a luminous 
matter emitted by them. An extract has been made from them 
ealled noctilucin. It is claimed to be the essence of the phenomena. 
Powdered oyster-shells, mixed with S or Sb,S, or As,S; and boiled, 
make a luminous paint, good for a guide to the matchbox. 

(2) Certain diamonds, and particularly chlorophane, a kind of 
fluor-spar, when heated to 300° or 400° C. suddenly emit a greenish- 
blue light. 

(3) Mechanical effects like friction, percussion, or cleavage pro- 
duce phosphorescence. It occurs when quartz is rubbed together 
or a lump of sugar broken, and in some processes of crystallization. 
_ (4) By electricity, as seen by the friction of Hg against the sides 
of the barometric tube. 

(5) Some substances exposed to light seem to get,a charge of it, 
and then to give it off gradually. Perhaps it is due to bacteria. 
The sulphides of calcium and strontium show this, being luminous 
for thirty hours. Dry paper, silk, sugar, amber, and the teeth show 
it also. 


CHAPTER XX. 


DOUBLE REFRACTION.—INTERFERENCE.—POLAR- 
IZATION. 


What is double refraction ? 

Certain crystals possess a property by virtue of which a single 
incident ray in passing through them is divided into two, or is 
bifurcated, so that an object appears double.. 

Iceland spar, or calcite, CaCO, possesses this property most 
remarkably, and it belongs to crystals not belonging to the cubical 
or monometric* system. Bodies which crystallize in this system, 


* “Monometric” refers to crystals with axes equal or of one kind. 
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and those which do not crystallize at all, like glass, have no double 
refraction. It may be imparted to glass by putting it under unequal 
pressure or by cooling it quickly after being heated, when it is said to 
be unannealed. The explanation of double refraction is that the 
ether in doubly-refracting bodies is not equally elastic in all directions, 
so that the vibrations are transmitted with unequal velocities. This 
hypothesis would seem to be confirmed by the way in which glass 
acts under pressure. 


What is an uniaxial crystal? 

Tn all doubly-refracting crystals there is one direction, sometimes 
two, through which the incident ray is not bifurcated, and through 
which a point looked at does not appear double. The line fixing 
this direction is the optic axis, and if the crystal contains but one, it 


is uniaxial ; if two, it is biaxial. In case of Iceland spar the optic 


axis is a line connecting the opposite obtuse angles of the crystal. 


What are the two rays called? 

Of the two rays into which the incident one is divided, one is the 
ordinary-and the other the extraordinary ray, producing also ordi- 
nary and extraordinary images. ‘The former follows the laws of sin- 
gle refraction, the latter does not. 

In viewing an object beneath a crystal of Iceland spar, and by 
rotating the crystal, the ordinary image will stay fixed, while the 
extraordinary one describes a circle around it. A double-image 
prism is made of calcite and glass. 


Explain interference of light. 

The name énterference is given to the mutual action which two 
luminous rays exert upon each other when they meet at a very small 
angle. In the shutter of a dark room place two very small apertures 
close together. Close them by red glass for example, so as to get 
homogeneous light, and let these two luminous cones be received on 
a screen. Where they overlap will be seen alternate bands of black 
and red. Close one aperture, and the black bands disappear. In 
explanation it was once thought that light + light = darkness. 

Instead of allowing two pencils of light to fall together upon a 
screen, one pencil may be reflected upon the screen from the surfaces 
of two mirrors which are inclined at a very obtuse angle, almost 180°. 
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Tn this case also the bands result from the joint action of two pencils. 
The bands are arranged symmetrically, with the middle one more 
brilliant than the others, called the central fringe. (Fig. 95). If 


Fie. 95. 


white light is used, each separate color tends to produce a different 
set of dark bands. These sets are superimposed, do not coincide, 
and are illuminated by other colors; so the result is a succession of 
colored bands. 

These phenomena of interference prove the truth of the undula- 
tory theory of light, showing an analogy to the nodes and loops 
formed by sound-waves in air. If the crests correspond, they 
reinforce each other; if a crest and a trough come together, they 
destroy each other, and in case of light produce the dark bands. 

Another way of interference is seen in thin transparent films of 
all kinds: white light being used we get colors. In case of soap- 
bubbles the light which strikes the anterior surface is reflected. 
Some enters the film and is reflected from its posterior surface, but 
by traversing the film twice it has lost ground, and on emerging its 
phases may or may not correspond with those of the other portion. 
We thus get a play of colors. Press two thick pieces of plate glass 
together in a vice, and colored rings, called Newton’s rings, will be 
seen at the point of greatest pressure. With sunlight the rings are 
of-the different spectral colors. The film here is one of air between 
the plates. Tarnished glass and mica are iridescent from interfer- 
ence. Oil on water, the metallic oxide on steel, the colors in cracks 
in ice and glass, the changeable colors on feathers or insects’ wings, 
are all due to thin films. 

The relative positions of the bright and dark bands furnish a 
means for calculating the wave-length of any particular color. 
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A third way of producing interference is by diffraction and 
gratings. The three ways are— 


(1) By two mirrors inclined at a large angle ; 
(2) By films; 
(3) By diffraction. 


What is diffraction ? 

Diffraction is the modification which light undergoes when it 
passes the edge of a body. The luminous rays appear to become 
bent and penetrate the shadows. 

Let monochromatic light in passing an aperture cross a razor edge. 
One part of the luminous cone is intercepted. On the screen re- 
ceiving the light a faint light is seen in the geometrical shadow, and 
above this, where we would expect uniform light, is a series of alter- 
nate dark and light bands or fringes. When we watch waves of 
water strike an obstacle, little secondary waves are formed, radiating 
from it and winding around behind it. So we may imagine second- 
ary waves of light are generated at the edges of obstacles, and the 
bending behind is diffraction. Where the original primary waves 
meet these secondary ones, lights or shadows are produced according 
as two crests meet or a crest and a trough. White light will give a 
series of colored bands; any single light (monochromatic) gives light 
and dark bands. 


What are gratings and their effects ? 


When red light passes through a single slit in an opaque body, a 
bright band of red light is seen on the screen, and on either side, 
diminishing in intensity, are other bright bands, separated by dark- 
ness. These marked effects are produced by arranging a series of 
fine wires parallel to each other, or by careful rulings on glass or 
nickel, the latter reflecting the light. These are called gratings, and 
may be reproduced by photography. Prof. Rowland of Baltimore 
has ruled 43,000 lines to the inch. Best results are obtained from 
gratings ruled on spherical instead of on plane surfaces. 

When white light is used with these gratings, a white band is 
seen on the centre of the screen, and on either side of it an isolated 
spectrum with the violet edges inward. Next to this, and separated 
by a dark interval, is another spectrum, somewhat broader and fainter, 


DOUBLE REFRACTION, ETC. 201 


and then follow others, which become indistinct and overlap each 
other. These are all symmetrical with reference to the central band. 

Such spectra are called interference or diffraction spectra, and for 
scientific purposes are preferable to prismatic spectra, though only 
one-tenth as bright. 

The colors are here uniformly distributed according to their wave- 
lengths. In the prismatic spectra the red rays were concentrated 
and the violet ones dispersed. 

Diffraction spectra also give the largest number of dark lines, and 
in their exact relative positions. 

What is polarized light ? 
Polarized light is light vibrating in one plane. Ordinary light vi- 


brates in every plane, and the cross-section of a ray might be repre- 
sented by A of Fig. 96. For convenience, any motion may be con- 


Fig. 96. 


sidered as produced by two forces at right angles to each other; so 
ordinary light may be regarded as vibrating in two sets of planes, as 
in B, and when it is polarized it vibrates in only one of these planes, 
as in ©, 
What are the ways by which light may be polarized ? 

(1) By absorption, tourmaline crystals ; 

(2) By reflection ; 

(3) By single refraction; 

(4) By double refraction. 

(1) Tourmaline has the property of absorbing or of being opaque 
to all the planes but one. Cut two slices of this mineral in planes 
parallel with the long axis; when they are similarly placed an object 
can be seen through them both. But if one tourmaline be rotated, 
the object gets dimmer, and when the rotating slice is at right angles 
to the first, it disappears. At each quarter revolution it disappears 
and is restored. So it seems that light which has passed one trans- 
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parent tourmaline differs so much from ordinary light that a second 
similar piece acts as an opaque body. ‘The action may be illustrated 
by Fig. 97. The first set of vertical rods will allow all vertical planes 
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to pass, but stops those that are at right angles to these rods. Any 
- plane that has passed one set will readily pass another similarly 
placed. But if grating B is turned so its rods are at right angles to 
the first, the plane that has passed A will be stopped by this second 
grating. Light having passed A is polarized, and the first piece of 
tourmaline is called the polarizer, and the second is the analyzer. 
To the eye there is no difference between common and polarized 
light. 

(2) Polarization by Reflection.—When a ray of light falls ona 
polished glass surface inclined to it at an angle of 35° 25’, it is 
reflected, and the reflected ray is polarized. To see that it is polar- 
ized, let the reflected ray be received on a second unsilvered surface, 
also inclined at the same angle and called the analyzer. This second 
surface will reflect the polarized ray if it is parallel to the first sur-— 
face. If not parallel, no light is reflected; so these reflecting sur- 
faces act much like the tourmaline crystals. 


What is the polarizing angle? 

The polarizing angle of a substance is the angle which the inci- 
dent ray must make with the perpendicular to a plane polished sur- 
face in order that the polarization be complete. The angle of 
inclination for glass was 35° 25’; so its polarizing angle would be 
the complement of this—viz. 54° 35’. If the first mirror be inclined 
at any other angle, the light will not be wholly polarized, but would 
be partly reflected from the second mirror in all positions. 

The polarizing angle for water 1s 52° 45’, for quartz 57° 327, for 
diamond 68°, for obsidian, a kind of voleanic glass, 56° 30%. 

The light reflected from water surfaces, from slate roofs, from pol- 
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ished tables, is all more or less polarized. In the earlier and later 
parts of the day the light of the atmosphere is polarized. An 
incident ray meeting a glass surface is partly reflected and partly 
refracted. It will be found that the reflected polarized ray is always 
at right angles to the refracted ray. 

(3) Polarization by Single Refraction.—Ilf an unpolarized ray 
falls upon a glass plate at the polarizing angle, one part is reflected 
and partly polarized, and the other part is refracted through the 
glass and also partly polarized. If this feebly polarized ray be 
passed through a second plate parallel to the first, the effect is more 
marked, and tolerably complete if ten or twelve plates are used. 
A bundle of such thin plates fitted in a tube may be used for exam- 
ining or producing polarized lights. Such plates are used with the 
magic lantern. : 

(4) Polarization of Double Refraction.—When a ray of light 
passes through a crystal of Iceland spar, we have seen that it 
becomes divided into two rays of equal intensity, both of which are 
found to be polarized and in planes at right angles to each other. 
Now, if either the ordinary or extraordinary ray be transmitted 
through a second crystal, a second ordinary and a second extra- 
ordinary ray will result, but of wnequal intensities. If the second 
crystal is rotated, so that the two are similarly placed, then in one 
case the second extraordinary ray disappears, and the second ordi- 
nary ray is at its greatest intensity. ‘Turn the second crystal at right 
angles to the first and the reverse takes place. The second crystal 
- acts as an analyzer. 


Describe Nicol’s prism. 


A rhomb of calcite about 1 in. high and $ in. broad is bisected in 
the plane of its optic axis—é. e. through © 
the opposite obtuse angles. The halves see 
are glued together again in the same order 
by Canada balsam. 

When ray S C enters the prism (Fig. 98) 
the extraordinary ray passes through it in 
C e, but the ordinary ray strikes the balsam 
surface a b at a greater angle than its criti- 
cal angle, and passes wholly out of the prism in C d Q, and is thus 
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gotten rid of. This is one of the most valuable means of polarizing 
light, and is used in most polarizing apparatus. It gives perfectly 
colorless light, it polarizes completely, and transmits only one beam. 

Foucault replaced the layer of Canada balsam by one of air, and 
his prisms are just as good and cheaper than Nicol’s. Hither variety 
may be used as a polarizer or an analyzer. 


What are some of the polarizing instruments ? 

Every instrument of this kind consists of two parts—one to polar- 
ize the light, and the other to ascertain if it is polarized—the polar- 
izer and the analyzer. Norremberg’s apparatus involves the princi- 
ple of reflection by two mirrors. 

A simple polariscope can be made of a glass plate for a polarizer 
and a Nicol’s prism for an analyzer. The tourmaline pincette is 
used by mineralogists for examining certain crystals and kinds of 
mica. The substance examined is placed between the two disks of 
tourmaline. 


What is the result of interference of polarized light? 

When polarized rays meet they cause the results of interference 
as does ordinary light. If the two rays are polarized in the same 
plane, they produce the very same fringes that common light does. 
Place a thin film of gypsum or of mica between the polarizer and 
~ analyzer, as in a tourmaline pincette. Rotate the analyzer, and at a 
certain point there is a beautiful display of colors; at another point 
they will fade away; and at still another will appear colors comple- 
mentary to the first. This is due to the interference of polarized 
light in passing through the thin substance which takes the place 
of the layer of air when Newton’s rings are formed, only it must be 
thicker than that layer of air. Compressed or unannealed glass also — 
yields colors with polarized light. 


Describe rotatory polarization. 

Polarization may be elliptical, circular, or rotatory. Leta ray of 
monochromatic light be polarized; turn the analyzer, say, a Nicol’s 
prism, so that the ray does not pass. Take a thin section of quartz 
and place it between the analyzer and polarizer, and the light will 
now be found to pass; that is, we have to turn the analyzer through 
a certain angle to let the light through. This angle expresses the 
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rotatory power of the substance. With some specimens of quartz 
the plane of polarization is turned to the right, and with some to the 
left. 

A magnet twists the plane of polarized light. Many liquids and 
solutions exhibit this property, and the deviation can reveal differ- 
ences in the composition of bodies where none are shown by chem- 
ical analysis. 

Biot has a polariscope for measuring the amount of rotation in 
liquids. Soleil’s saccharimeter is used for analyzing sugars, and 
consists of a tube containing the liquid between a polarizer and an | 
analyzer. Diabetic urine may be thus examined and the amount of 
sugar determined. 

Rays of heat also become polarized, and Nicol’s prism may be 
used for heat as well as for light. 

What are Hertz’s experiments ? 

In 1888, Hertz proved the existence of ether waves and measured 
their velocity. To understand his method, it must be remembered 
that a spark discharge is oscillatory. There is not a rush of + and 
— electricities from opposite sides, stopping dead when they mect, 
but a swinging to and fro many millions times per second. Hertz’s 
vibrator consists of two metal rods between whose terminals is a 
spark-gap; each is provided with a sphere for condensation. 

The system is charged .by an induction coil, and sparks are pro- 
duced with great rapidity, sending ether waves into space. 

To detect these waves he employed the principle of resonance, 
using for a resonator an open wire ring with terminals and a small 
spark-gap. When the ring and vibrator were held in the same 
horizontal plane, sparks would cross the gap in the ring or could be 
taken between any two metallic objects, as keys or coins. By using 
sheets of tin-foil upon two rods as a receiver, sparks were obtained 
30 metres from the vibrator. These waves could also be reflected 
to a focus or refracted. 

To get the velocity he used a metallic reflector, so the waves turned 
back on themselves, producing maximum and minimum disturbances 
corresponding to loops and nodes. This gave the wave-length, from 
which the velocity was found to be almost identical to that of hght. 

These facts seem to prove without a doubt that light is an elec- 
trical phenomenon, and that optics is a department of electrics. 


a OD A, 
ON SOUND. 


CHAPTER XXII. 


PROPAGATION AND VELOCITY OF SOUND.—MEASURE- 
MENT OF VIBRATIONS. 


What is the difference between noise, sound, and music ? 

The study of sound and of vibrations of elastic bodies is called the 
science of acoustics. If a body strikes the air a single blow, as the 
discharge of a cannon, the ear receives a single shock, called a noise. 
If separate noises are repeated so rapidly that the ear cannot distin- 
guish the separate shocks, it perceives a continuous sound. Should 
such continuous sound be pleasing, it is called a musical sound: the 
essentials are regularity and simplicity. 


What is the cause of sound? 

Sound results from rapid oscillations imparted to the molecules of 
elastic bodies. Such bodies tend to regain their first position of equi- 
librium, and reach it after rapid vibrations. 

The body which produces sound is a sonorous body. In England 
and Germany a vibration comprises a motion to and fro; in France 
it is to or fro, a movement in only one direction. 


How are sounds propagated ? 

The vibrations of elastic bodies are transmitted to some medium 
and the vibrations of the medium affect the ear and produce the 
sensation of sound. This medium is usually air, but all gases, 
vapors, liquids, and solids transmit sound. 

Sound is therefore imperceptible in a vacuum; the vibrations may 
be there, but there is no vibrating medium between the sonorous body 
and our ear. 
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Solids are good conductors of sound. <A pin-seratch on one end 
of a log can be heard at the other end. The tramping of distant 
horses can be heard by an ear applied to the ground. 

Sounds in air are propagated ¢rn waves. Take a spiral spring with 
one end fixed, and rake its side by any instrument. Some of the 
turns of wire will be seen to be closer than others, a condensation, 
while some turns are separated, a rarefaction. Something similar 
occurs in air. 

In Fig. 99, P is a piston rapidly oscillating from A toa. It com- 


Fig. 99. 
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presses the air in tube M N, when P goes from A to a, but not at 
once throughout its whole length; only for a length, asa H; and 
this is the condensed wave. Let other lengths be taken equal to 
a H, and when the first layer of wave a H comes to rest, its motion 
is communicated to the first layer of wave H H’, and so on, each 
part of the condensed wave having successively the same degree of 
velocity and condensation. When the piston returns from a to A, a 
vacuum is produced behind it, causing a rarefaction of the layers of 
air; so expanded waves are produced of the same length as the con- 
densed ones, and the corresponding layers of the two possess equal 
and contrary velocities. 

The whole of a condensed and an expanded wave is an undulation. 
The length of an undulation is the space which sound traverses dur- 
ing one complete vibration of the sonorous body. The length is less 
as the vibrations become more rapid. 

Two particles are said to be in the same phase when they move 
with equal velocities in the same direction. It will be seen that two 
particles are in the same phase if separated by a whole undulation ; 
in opposite phases if separated by half an undulation. Condensa- 
tion is greatest in the middle of a condensed wave, and rarefaction 
greatest in the middle of an expanded wave. 

If the sound-waves be not enclosed, a series of spherical waves, 
alternately condensed and rarefied, is produced around each sonorous 
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centre. The radii of these concentric spheres gradually increase ; the 
amplitude of vibration lessens, and the intensity of sound dimin- 
ishes. 

These spherical waves of course are the most usual ones for prop- 
agation of sound. 


What are the causes which influence the intensity of sound ? 


(1) The intensity is inversely as the square of the distance. Dou- 
ble the distance, one-fourth the intensity. 

(2) The intensity increases with the amplitude of vibrations. 
Amplitude means the greatest distance of any point in a wave from 
the axis. Wave-length is the distance between two crests. 

(3) The intensity of sound depends on the density of the medium 
in which it is produced. It is ni/ ina vacuum, and feeble in H gas. 
On high mountains the discharge of a gun produces only a feeble 
report. The ticking of a watch in water is heard at a distance of 23 
feet, in air at 10 feet. 

(4) The intensity is modified by the motion of the atmosphere 

and direction of the wind. 
(5) Sound is strengthened by the neighborhood of a sonorous 
body. Stringed instruments are provided with sounding boxes; the 
box and its contained air vibrate in unison with the string. Reso- 
nant brass vessels were placed in the ancient theatres to strengthen 
the voices of the actors. A ‘‘ sounding-board’’ over the pulpits in 
old churches is for the same purpose. 

The first law is not true for sounds transmitted in tubes. The 
voice loses little of its intensity in a long tube, provided its diameter 
be not too large or its sides too rough. ‘* Speaking-tubes”’ are an 
illustration. 


What is the velocity of sound in air? 


This was determined in 1823 by firing cannon simultaneously from 
two hills near Amsterdam and noting the time between seeing the 
fash and hearing the sound. The time required for light to traverse 
a short distance is regarded as inappreciable. The velocity of sound — 
at 0° C. may be taken at 1093 ft., or 333 metres, per sec., a little 
less than that of a rifle-ball. It increases with the T. about 2 ft. or 
.6 metre for every 1°C. At 60° F. it is 1125 ft. per sec. If 5 
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seconds elapse between the flash of lightning and hearing the thun- 
der, that stroke was about 1 mile distant. 

The more intense the sound, the more rapid its transmission. 
During artillery practice the report of a gun may be heard before 
the order given to fire by the officer. Density retards and elasticity 
increases the velocity. 


What is the velocity of sound in gases ? 

The velocity in gases is represented by the formula v = Na te 
is directly as the square root of the elasticity and indirectly as the 
square root of the density. In Cl gas it is 677 ft. per sec., in H gas 
4163 ft. per sec. 7 

Doppler’s principle is that when a sounding body approaches the 
ear the tone perceived is somewhat higher than the true one; if the 
sound recedes, it is lower. As the sound approaches the ear receives 
more wayes per second and the sound is higher pitched, and vice 
versa. 


-What is the velocity of sound in liquids? 


For water this was determined in Lake Geneva. At one boat was 
an immersed bell and a flash simultaneous with its stroke; at a dis- 
tant boat was an immersed ear-trumpet. The velocity was found to 
be 4708 ft. per sec. at 8° C., four times that in air. Aqueous vapor 
is an obstacle to sound, but not white fog, hail, or snow. 


What is the velocity of sound in solids? 


As the elasticity of solids in general is greater compared with their 
density than that of liquids or gases, their propagation of sound is 
more rapid. ‘T'wo distinct reports of the rock-blast may be heard, 
one transmitted through the air, and one through the earth. The 
latter is heard first. For oak wood the rapidity is 12,622 ft. per sec. ; 
for steel it is 16,498 ft. It is three times less if across the fibre of 
wood. In water the rapidity is four times that of air, in Cu eleven, 
in glass sixteen, in wood along the fibre 10 to 15. 


How is sound reflected ? 
As long as sound-waves are not obstructed they are propagated in 
concentric spheres, but when they meet an obstacle, they returi: 
14 
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upon themselves, forming new concentric waves, which seem to 
emanate from a second centre on the other side of the obstacle. 
The two laws for the reflection of sound are identical with those for 
light and radiant heat. 


What are echoes, multiple echoes, and resonances ? 


An echo is the repetition of a sound in air, caused by its reflection 
from some obstacle. For articulate sounds that obstacle should be 
at least 112.5 feet distant, for not more than five syllables can be 
heard or pronounced distinctly in one second—4 sec. for each sylla- 
ble, in which time sound travels 225 ft. (1125 +5225). If the 
reflecting surface be 112.5 ft. distant, the sound in going and return- 
ing will traverse the 225 ft., and no two sounds would interfere. 
If the distance is less than 112.5 ft., the direct and reflected sounds 
are confounded, resulting in resonance. ‘These points are of im- 
portance in architecture. 

Multiple echoes or reverberations are those which repeat the 
sound several times; some do so as many as thirty times. 

There are acoustic foci, like luminous and calorific foci, and 
sounds, even a whisper, are heard at such points, and not at inter- 
mediate ones. This is the principle of whispering galleries and the 
‘* Kar of Dionysius.”’ 


Illustrate refraction of sound. 


Refraction of sound is a change of direction in passing through 
media of different densities. Place an ear at the small end of a fun- 
nel and listen to a watch 10 or 12 ft. distant. Then introduce a col- 
lodion balloon filled with CO, gas between the funnel and the watch. 
The sound is greatly increased. The convex wave-fronts were 
becoming diffused through wider and wider space, but on meeting 
the dense gas these fronts became plane fronts, and then emerged 
as concave fronts, concentrating the sound energy upon the funnel. 
A balloon filled with H gas would act like a concave lens and dissipate 
the sound. 

The principle of the speaking-trumpet depends upon the conso- 
nant vibration of a large mass of air before it begins to be diffused. 
The ear-trumpet and stethoscope are the reverse, and concentrate 
.the enlarging waves upon the ear. The external ear is hardly a 
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sound condenser, but some part of its many irregularities will offer 
a surface perpendicular to some one of the many sound-wayves; 
vibrations will then be transmitted to the internal ear. 


How may the number of vibrations be measured ? 


This can be determined by means of Savart’s toothed wheel or by 
the siren. A toothed wheel is revolved with such speed that a note 
is produced by its teeth striking a card, which note is identical with 
the sound to be tested. The number of turns can be read off on an 
indicator, and this, multiplied by the number of teeth, gives the 
total number of vibrations. Divide this by the number of seconds 
it was revolved to get the vibrations per second. 

The name szren was given to another apparatus, because it yields 
sounds under water. Let a fixed brass plate have, say, 18 perfora- 
tions, which shall be opposite 18 other holes in a movable disk 
placed upon it. The holes are inclined to each other thus, >, and 
are not vertically placed. As wind from a bellows strikes the sides 
of the holes of the movable disk, it begins to rotate, and a series of 
stoppages and effluxes are produced which make the air vibrate, not 
the disk. A sound is produced of varying pitch. . There are record- 
ing dials attached to indicate the number of revolutions. The buzz- 
ing and humming of insects is produced by the flapping of their 
wings, the rapidity of which can be counted by bringing the siren 
into unison with this sound. <A gnat’s wing flaps about 1500 times 
per second. A steam-horn on the siren principle is used as a fog- 
horn. 


What are the limits of perceptible sounds? 


There are many discordant results obtained, probably due to the 
different capacities of different ears. Preyer found that the normal 
ear could not hear a sound unless it made 16 to 24 single vibrations 
per second. Below this number the impression of separate beats is 
produced. The maximum limit of acute sound may be 41,000 vibra- 
tions per second, yet many with good ears are deaf to 16,000 or 
12,000 per sec. This large number of vibrations affects the ear as 
though it were pricked by a pin. The above range is about 11 
octaves; that of the human voice is 8 or less. The lowest note of 
a 74-octave piano makes about 27% vibrations per sec., and its high- 
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est note 4224. Some ears cannot hear a bat’s cry or the creaking 
of a cricket. The intensity of the sound increases the limit of 
audibility. 


CHAPTER XXII 
MUSIC AND MUSICAL INSTRUMENTS.—PHONOGRAPH. 


What are the properties of musical notes ? 


The vibrations of musical notes must be continuous, rapid, and 
regular. They have three leading qualities—pztch, intensity, and 
timbre. (1) Pitch is determined by the number of vibrations per 
second. (2) Intensity depends upon the extent or amplitude of 
vibrations. (3) Timbre, or quality, is that peculiar property which 
distinguishes a note when sounded on one instrument from the same 
note when sounded on another. It depends upon the differences of 
the harmonics which accompany the primary tones, 


What are musical intervals? 


Suppose a note, C, is produced by a certain number of vibrations 
per second, and another note, «, by a greater number of vibrations. 
The interval from C to x is the ratio of their vibrations, obtained by 
division, and not by subtraction. 'Two or more notes may be sepa- 
rately musical, but not necessarily if sounded together; so we have 
to inquire what notes are concordant or fit to be sounded together. 
If notes are separated by an interval of 2:1 or 4: 1, they closely 
resemble each other. If c¢ has twice as many vibrations as C, the 
interval 2:1 is called an octave. 

If three notes, x, y, z, have their vibration numbers correspond 
to the ratio 4: 5: 6, they will be concordant, and constitute an har- 
monic triad: if sounded with a fourth note, the octave of x, it con- 
stitutes a major chord. 

If three notes have the ratio 10: 12: 15, the pes are slightly 
dissonant, and with the octave to the lower one they constitute a 
minor chord. 
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How is the musical scale formed? 

The series of sounds between C and its octave ¢ is called the dia 
tonic scale or gamut. These notes are indicated by the letters C, 
D, EB, F, G, A, B, c—the octave above by small letters, the one below 
by large letters with an index. If the vibration number of C be 
represented by unity, those of the other notes are given in this 
table : 
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_ The intervals between the successive notes will be found to be one 
of three fractions, 2, 4°, or 4%: the first two are called a tone, and 
the last a semitone. The two tones, however, differ by 83, called a 
comma. <A trained ear can readily detect this difference; it cannot 
determine the number of vibrations corresponding to a given note, 
but shows great precision in regard to the ratio of vibration num- 
bers. 


How is the chromatic scale formed? 


Each note may be sharpened or flattened—1. e. raised or lowered 
by an interval of 23. This gives 21 notes between C and ¢, any one | 
of which may be taken as a key-note, and a scale constructed from 
it. This would be quite unmanageable; so the number of notes has 
to be reduced by slightly altering their just proportions. This process 
is called temperament. 

- The octaves are retained pure, ae between C and ¢, eleven notes 
are substituted at equal intervals, each interval hae the twelfth 
root of 2, or 1.059+. The scale of twelve notes thus formed is 
ealled the chromatic scale. 


What is the number of vibrations producing different notes? 


An instrument is in tune provided the intervals between its notes 
are correct. Middle C on the best American pianos has about 270 
double vibrations per sec., and on German 264; the French legal 
standard is 261. Physical apparatus is usually based on 256, as this 
is a power of 2. (See the above table of vibrations. ) 

The standard for vibrations is a normal tuning-fork, which always, 
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with slight variations for T., produces the same number of vibrations 
per second. 


How is wave-length determined ? 

Sound travels 1125 ft. persec. Ifa sounding body only made one 
vibration per second, its wave-length would be 1125 ft.; if two, its 
wave-length would be 4 of 1125—7. e. wave-length = Re at a 
The wave-length is inversely as the number of vibrations. 

The amplitude of oscillation for high notes is very small—for /” 
perhaps not greater than .0000001 mm. 


What are overtones and harmonics? 

The sounds coming from a string or other body vibrating in parts 
are called overtones. If the vibration number of the overtone is” 
two, three, or four times that of the fundamental, the sound is called 
a harmonie. 

When primary C is sounded on most instruments, its octave be- 
comes audible; then the fifth to that octave, then the second octave, 
then the third and fifth to that octave. These are all harmonics, 
and may be heard by a little practice. 


What is the difference between consonance and resonance? 

A vibrating body has the power to cause a body at rest to vibrate 
in the same period. This is consonance. A regiment of soldiers 
marching in step will set up a dangerous oscillation of a bridge, and 
it is said that a bridge can be fiddled down if it will vibrate in unison 
with the violin. 

The reinforcement of sound by attaching to a sounding body a 
sound-board or wooden box containing air is called resonance. 


How are vocal sounds produced? 

Vocal sounds are produced in the larynx by means of the vocal 
cords. These have different degrees of tension, and the current of 
air passing between them causes them to vibrate, producing tones. 

The tones are higher the more tightly the cords are stretched and 
the narrower the vocal slit. 

The cavities of the mouth, nose, and various sinuses, modified by 
the tongue, act as a resonator. ‘The wave-length of sounds emitted 
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by a man’s voice in ordinary conversation is about 8 to 12 feet; that 
of a woman’s, 2 to 4 feet. The average compass of the human 
voice is within 2 octaves. Celebrated singers have had a range of 
35 octaves. 


How are sounds perceived ? 


The chief organ concerned in the perception of sound is a series 
of fibres called Corti’s, which are connected with the auditory nerve. 
It seems that each one is tuned for a certain note, as if it were a 
small resonator; one fibre or set of fibres vibrates in unison to this 
note, and is deaf to all others. There are about 3000 of these fibres, 
thus allowing nearly 300 to each of the 11 octaves which are within 
the compass of the ear. In the piano every string has its own ham- 
mer, while the ear possesses a single hammer in its three ossicles, 
which can make every string of the organ of Corti sound separately. 


What is interference of sound and beats? 


If two waves of sound of the same length proceed in the same 
direction and coincide in their phases, they strengthen one another. 
But if their phases differ by a half wave-length, they neutralize each 
other and silence results. This is interference of sound. If the 
notes are different and not quite in the same phase, they alternately 
weaken and strengthen each other, and are said to beat with one 
another. When the crests of two waves correspond, the sound is 
intensified: a crest and a trough produce silence. If one tuning- 
fork makes 256 vibrations per sec., and another 255, once during the 
second there will be a time of maximum intensity and one of mini- 
mum intensity. The number of beats is always equal to the differ- 
ence between the vibrations. 

Beats from 10 to 70 per sec. are the source of all discord in musie, 
a maximum of dissonance being at 30. Below 10 or above 70 they 
are disagreeable, but not discordant. Church bells or vibrating tele- 
graph wires produce beats. 


The Vibrations of Strings and Columns of Air. 


What are the laws of transverse vibrations of strings ? 


Stretched strings of catgut or of metal wire vibrate either trans- 
versely or longitudinally. The sonometer, or monochord, is the in- 
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strument by which such vibrations may be studied. It consists of a 
resonating box upon which are placed two bridges. A string or wire 
fastened at one end and weighted at the other is passed over these. 
A third, movable, bridge alters the length of the vibrating portion. 
The laws determined are these: 

Let N =the number of vibrations per sec. 

1. N is inversely as the length, the tension being constant. 

2. N is inversely as the diameter of the string. 

3. N is directly as the square root of the tension. 

4, N is inversely as the square root of the density of the string. 


How are nodes and loops formed ? 


In Fig. 100 let us suppose the string A D to begin vibrating, A and 
D being fixed, and while vibrating let B be brought to a rest by a 


Fic. 100. 


stop. Let D Bbe4of AD. All parts of the same string tend to 
make a vibration in the same time; accordingly, the part between 
A and B will not perform a single vibration, but will divide in two 
at C. If D B were } of A D, then A B would be subdivided at C 
and C’ into three vibrating portions, each equal to B D (Fig. 101). 


Fig. 101. 


The ratio between B D and B A must be that of whole numbers. 
The points B, C, and C’ are called nodes; the middle point between 
nodes is a loop or ventral segment. 

Little paper riders placed on the string will show these points and 
be thrown off at the loops. Partial vibrations will be superimposed 
upon the primary, and overtones are produced. 
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What is the principle of wind instruments ? 

Hitherto we have only noted air asa vehicle for the transmission 
of sound. In wind instruments the enclosed column of air is the 
sounding body. ‘The substance of the tube has no influence on the 
fundamental note, but different materials give different harmonics, 
and thereby impart a different quality. 

Wind instruments are divided into mouth and reed instruments. 
In the former the parts of the mouth-piece are 
fixed. Fig. 103 represents the mouth-piece of an 
organ-pipe, and Fig. 102 that of a whistle. Air 
enters the tube through the aperture 7b. band 
o are lips, the upper of which is bevelled. When 
arapid current of air enters 7 , it strikes against 
b and issues from 6 o in an intermittent manner. 
These pulsations are transmitted to the air in the 
pipe, which air vibrates and sound is the result. 
The number of vibrations depends upon the 
dimensions of the pipe and the velocity of the 
air-current. 

In the reed instrument a simple elastic tongue 
sets the air in vibration, the tongue being moved by the entering 
current of air. The reed may be /ree, vibrating between the edges 
of the aperture, or striking, in which case the tongue is larger than 
the orifice. 


2HiG. 402, Fig. 103. 


What are some of the differences between closed and open 
organ-pipes ? 

In case of an open pipe, if the fundamental be represented by 1, 
we can obtain the notes 2, 3, 4, 5, 6, ete., all the harmonies of the 
primary, by increasing the force of the current of air. By a closed 
pipe we can obtain the notes 3, 5, 7, etc., the wneven harmonics. 

The vibrations of the air column take place in a direction parallel 
to the axis of the pipe: nodes and loops are produced. Here a 
node means a section where there are rapid changes of density in 
the air. 

In the loops the particles of air have the greatest amplitudes and 
no change in density. 

(1) Closed Pipe.—The bottom is always a node, for that layer of 
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air is at rest; at the mouth-piece is a loop, the vibration being at its 
maximum. When the pipe yields its fundamental (Fig. 104), A, 


Fic. 104. 


the distance from one end to the other is a 4 wave-length. If the 
current of air be forced, the column divides itself into three equal 
parts, 14 wave-lengths, B. This sound is the first harmonic. When 
the second harmonic is produced the column has five equal parts or 
5 wave-lengths, C. The ratio is 1: 3: 5. 

(2) Open Pipes.—There must always be a loop at each end. The 
fundamental will divide the column into two equal parts, A’. With 
the first harmonic there will be a loop at either end, and one in the 
middle, or four equal parts, B’. The second harmonic will divide 
the column into six equal parts, C’, The ratio is 1:2: 3. In both 
stopped and open pipes the number of vibrations is inversely as 
the length of the pipe. 

In comparing A and A’, it will be seen that the fundamental 
wave-length of the closed pipe is twice that of the open one. Long 
wave-lengths go with fewer vibrations: pitch depends on the num- 
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ber of vibrations ; therefore a closed pipe is an octave lower than an 
open one of the same length. 
Ganot makes a contrary statement. 


Describe the chemical harmonicon. 


The air in an open tube may be made to vibrate by means of a 
luminous jet of H or of coal gas. The sounds are supposed to be 
produced by exceedingly rapid explosions of the periodic combina- 
tion of the O, in air with the jet of H. Louder effects are produced 
by coal gas, the note depending on the size of the flame and length 
of the tube. If the voice or siren be raised to this note, the flame 
is agitated until the two sounds are of the same pitch. This 4s the 
optical expression of beats. Take a metal tube 4 cm. in diameter 
and 20 em. long; close the bottom with wire gauze, and hold it 
vertically over a Bunsen burner. Light the gas inside the tube, and 
a noise is produced almost as loud as a locomotive whistle. 


How do rods, plates, and membranes vibrate? 


Rods vibrate in two ways—longitudinally and transversely. The 
tuning-fork or music-box are examples of transverse vibrations of 
rods. Vibrating plates contain nodal lines, which vary in number 
and position according to the form of the plates, their elasticity, ete. 
These lines are very symmetrical, and may be formed by touching 
different points. Gongs and cymbals are examples of vibrating 
plates. 

Bells do not vibrate as a whole, but in equal parts, separated by 
nodal lines. : 

Vibrations of membranes are illustrated in the drum, the con- 
tained air also vibrating. 


How may vibrations be studied graphically? 


Lissajous’ method depends upon the persistence of visual sensa- 
tions upon the retina. A small mirror is fixed on a vibrating body, 
and imparts to a reflected luminous ray a vibratory motion similar to 
its own. The image of a dot of light elongates or becomes curved, 
and a great variety of symmetrical figures are formed by combin- 
ing two vibratory motions. 

Another way is by the phonautograph, which is an ellipsoidal 
barrel with one end open, and the other closed by a membrane car- 
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rying a bristle. The vibrations of the membrane are transferred by 
the bristle to blackened paper revolving in front of it. 

Thirdly by Kénig’s manometric flames. The motion of sound 
waves is transmitted to gas flames, which by their pulsations show 
the nature of the sounds. These flames are received on a mirror 
with four faces, which may be rotated, and produces a band of light 
with serrated edges. 


Is there any attraction or repulsion in acoustics ? 


It has been observed that a sounding body exercises an action 
upon a body in its neighborhood, sometimes of attraction and some- 
times of repulsion. The vibrations of a medium will attract bodies 
which are specifically heavier than itself, and repel those which 
are lighter. Two suspended vibrating tuning-forks move toward 
each other. ; 

These phenomena are not due to aspirating action of air nor heat- 
ing effects. ‘Their further elucidation may help solve the problem 
of attraction in general. 


Describe the phonograph. 


In 1877, Edison devised the phonograph for recording and repro- 
ducing sound. It consists of a cylinder C mounted on a horizontal 
axis A A’; which can be rotated beneath a mouth-piece EK. (Fig. 105). 


Fig. 105. 


On the cylindrical surface is cut a shallow spiral groove, like the thread 
of a screw. <A small style projects from the under surface of a thin 
disk which closes one end of the mouth-piece and stands directly 
over the thread. The axis also has a screw thread, so that the 
cylinder advances as it rotates, and allows the groove to keep con- 
stantly under the style. Over the cylinder is stretched a sheet of 
tin-foil, which is indented when the membrane and its style vibrate. 
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Some of these indentations are visible to the eye, and others require 
a microscope. After the sounds are recorded, if the indented tin- 
foil be again passed beneath the style, it will play up and down, and 
the membrane will vibrate just as it did when it produced the inden- 
tations. These vibrations are communicated to the air, and the 
original sounds are reproduced. Speech, music or messages may be 
thus stored up indefinitely. The business-man or author may dic- 
tate his letters or thoughts to this machine, and have the typewriter 
transcribe them later. By suitable clockwork: and reproducers 
speeches, plays, music, etc. become audible to a large assembly or to 
the individual at the ‘‘slot machine.”’ It is useful in medical teach- 
ing for comparison of sounds. ; 

The graphophone, invented by Tainter and Bell, has a cylinder 
covered with wax, and the style is a minute chisel. It yields excel- 
lent results, and the same record will reproduce the original hun- 
dreds of times. 


What is Edison’s kinetograph? 

Recently Edison has‘combined under the above name the phono- 
graph and photographic camera. By an electric attachment he 
takes 46 pictures per sec. on a gelatin film, or 82,800 in half an hour, 
so that motion—e. g. on the stage—is reproduced as real motion and 
not a series of jerks. This and the phonograph work together, and 
take down an opera with every move of the actors and every sound. 

The negatives are developed, and when projected on a screen, 
keeping time with the reproduction of sound from the phonograph, 
you have a continuous life-size picture of what went on, and hear 
simultaneously every voice. The practical utility of this machine 
remains to be seen. 


BOOK .V. 
ON MAGNETISM AND ELECTRICITY. 


CHAPTER XXII. 


PROPERTIES AND USES OF MAGNETS.—_LAWS OF 
ACTION. 


What are magnets and their varieties ? 


Electricity is of three kinds—magnetism, statical, and dynamical : 
it will be studied in this order. 

Magnesia was a small country in Asia Minor, and is now noted for 
giving its name to three things: to magnesia alba, or carbonate of 
Mg; to magnesia nigra, or peroxide of manganese (MnQ,), and to 
_ substances called magnets. 

Magnets are substances which have the property of attracting iron 
and the like. There are four kinds: 


2) Artificial, 

(a) permanent, 

(b) temporary ; 
(3) Magnets by induction ; 
(4) Magnets by electricity. 


yes Natural ; 
EA 


(1) A certain ore of iron, the magnetic oxide, Fe,O, (from FeO 
+ Fe,O;), constitutes the natural magnets. It is called lodestone, 
from its use as a leading stone. Only loose fragments exhibit this 
property, and not the mass. It attracts other iron, and when sus- 
pended directs itself north and south. These are permanent mag- 
nets. 

(2) Artificial magnets are usually made from steel or soft iron. 
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The former are permanent, and the latter temporary. The quality 
of steel by which it first resists the power of magnets and the escape 
of magnetism when once acquired is called its coercive force. The 
harder the steel, the greater its coercive force; soft iron has least. 

(3) The action by which a magnet can develop magnetism in iron 
is called magnetic influence or induction, and may take place without 
actual contact of the two. 

(4) Electro-magnets are made by circulating an electric current 
about a core of soft iron. They are temporary magnets. 


What are the properties of magnets? 


~ 1. Attraction ; 
— 2. Polarity ; 
3. Magnetic rupture; 
_~4. Magnetic induction ; 
5. Electricity. 


What are poles and the neutral line and axis? 


The force of attraction varies in different parts of a bar magnet. 
This may be seen by placing it in iron filings, when the ends will 
become covered with feathery tufts, with none in the middle. The 
ends are the poles, and the mid-point the neutral line. Sometimes 
~ consequent poles are produced in artificial magnets between the ex- 
treme points. This is due to improper magnetization or to irregu- 
larities in the metal. The axis of a magnet is the shortest line 
joining its two poles; in the horseshoe magnet it is in the direction 
of the armature. 

When a magnet is freely suspended, it sets with one end, the 
north pole, pointed toward the north and the south pole toward the 
south. In France and China the reverse terms are used. The north 
pole is often called the red, the +, or the marked end of the needle, 
and the other is the blue, the —, or the unmarked end. 


What is the law of magnets? 


Poles of the same name repel, and poles of the contrary name at- 
tract one another. ike poles repel, unlike attract. 

The attraction which a magnet exerts upon iron is reciprocal; this 
is the general principle of all attractions. Place one bar-magnet 
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upon another, so that poles of contrary names are opposite, and 
they will neutralize each other and not support a weight. 


What are the theories of magnetism ? 
(1) Poisson’s two-fludd theory. 
(2) Weber’s theory of magnetic polarization. 
(3) Ampére’s electrical theory. 


(1) The presence of two fluids is assumed, each acting repul- 
sively on itself, but attracting the other. Magnetization separates 
them, and brings the north fluid to one end of the molecule and 
south fluid to the other end. 

(2) Weber supposes the molecules of a magnetic substance are 
always magnets, but their magnetic axes are turned in every direc- 
tion. Magnetization rotates them to the same direction. 

(3) Ampére assumes little electrical currents to pass around every 
- molecule. In an unmagnetized bar they lie in all possible planes 
and neutralize each other. When a magnet or a current of elec- 
tricity is brought near, the effect of induction is to bring these little 
currents into parallel planes and in the same direction. (Fig. 139.) 


What is meant by magnetic rupture ? 

The Ampérian currents are present in all parts of the bar, and not 
alone at the ends. If a magnetized knitting-needle be broken in the 
middle—z. e. in the neutral line—we shall find two poles and a neu- 
tral line for each half. If these halves are in turn broken, the same 
will be true for them, and so on indefinitely. In fact, each molecule 
is a magnet. 


What is magnetic induction ? 

When a magnetic substance is brought near to or placed i in contact 
with a magnet, its Ampérian currents, running in every direction, are 
made parallel and in the same direction, and two poles and a neutral 
line are established. If a small cylinder of soft iron be in contact 
with one pole of a magnet, this little cylinder can support a second 
one, and so on to as many as seven or eight. Hach cylinder is a mag- 
net temporarily. If the first cylinder be at the north pole of the mag- 
net, its end in contact will be the south pole, and its far end the north 
pole, according to the law. If the first cylinder be removed, the 
others drop and have no trace of magnetism left. In case of iron 
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filings which collect on a magnetic pole, each particle is transformed 
into a magnet, producing filaments of filings, their free ends repel- 
ling each other. 


What is the difference between a magnet and a magnetic 
substance ? 

A magnet exhibits polarity and attraction for the magnetic sub- 
stance. Magnetic substances are attracted by the magnet—have no 
polarity and no action on each other. 

Iron leads the list of magnetic substances, metallic iron and Fe,Q, ; 
then come nickel, cobalt, chromium, manganese, and cerium. 


How are substances classed apvoraing to their behavior to- 
ward magnets? 
(1) Magnetic substances attracted, paramagnetic ; 
(2) Diamagnetic substances repelled ; 


(3) Neutral. 


(1) Magnetic substances place themselves axially between the 
poles of an electro—or horseshoe magnet. Magnetic liquids in a 
watch-glass between the poles become heaped up at the poles and 
depressed in the centre. The behavior of gases can be seen by 
inflating a soap-bubble with the gas and noting the direction of dis- 
tension. O, is magnetic. 

(2) Diamagnetic substances are repelled and take up an equatorial 
position between the poles—’ e. their longest axis is at right angles 
to the axis of the magnet. Such are Bi, Sb, P, Ag, Cu, alcohol, 
water, and most gases, N and CO,. 

(3) Very few substances exhibit no action to magnetic influence, 
as paper, wood, glass; nearly all are either attracted or repelled. 

Nothing is opaque to magnetism. It changes the length, but not 
the volume, of the bar magnetized. 


What may be said of terrestrial magnetism ? 


The earth may be compared to a great magnet, for a magnetized 
needle on any part of the globe ultimately sets in a direction more 
or less north and south. The cause is unknown; perhaps thermo- 
electric currents run around the earth from east to west, their source 
being the sun. 

15 
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Following out the law that unlike poles attract, we ought to say 
that the south pole of the needle points to the north magnetic pole 
of the earth: this distinction is not usually made in this country. 
The magnetic poles and equator do not correspond with the geo- 
graphical poles and equator. 


What are the magnetic elements ? 


In order to determine a full knowledge of the earth’s magnetism 
at any place, three essentials or elements are necessary : 


(1) Declination or Variation ; 
(2) Inclination ; 
(3) Intensity, horizontal and vertical. 


(1) The magnetic meridian of a place does not usually coincide 
with the geographical meridian. The angle which the direction of 
the needle makes with the geographical meridian is called the decli- 
nation. It isa movement from the true north or south, and may 
be either east or west. At present it is west in Kurope and Africa, 
and east in Asia and most of North America. 


What are the variations in declination? 


1. Regular: 
(a) secular, 
(6) annual, 
(c) diurnal ; 
2. Irregular (magnetic storms). 


Secular Variations.—The magnetic poles do not seem to stay 
fixed, but oscillate like a pendulum. The north magnetic pole is 
now on its western sweep. An irregular curved line which connects 
the points on the earth where the needle coincides with the geo- 
graphical meridian is called the agonic line (without an angle). 
Such a line in 1890 cut the eastern part of South America and 
passed up through the States of South Carolina, near Charleston, 
Ohio, and Michigan. Thus in New England the needle points west 
of north, but in most of the United States it points east of north. 
After a time this line will swing back to the east. The cycle is about 
900 years. Observations of this kind have been recorded in Paris 
since 1580. 
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Tsogonic lines are those connecting places on the earth’s surface in 
which the declination is the same. A declination map portraying 
such lines has to be continually changed and determined by a mag- 
netic survey. 

Annual variations are slight, and greatest in spring and least in 
summer. ‘They never exceed 157 or 18%. 

Due to diurnal variations, the north pole of the needle takes a 
westerly direction of 8’ to 15’ during the warmest part of the day; 
it then returns to its original position, and remains stationary during 
the night. | 

(2) Irregular or accidental variations are due to earthquakes, vol- 
canic eruptions, and the aurora borealis. From the latter cause the 
needle may vary 7° or 8° in the polar regions. The sun seems able 
to produce widespread simultaneous disturbances in both magnetism 
and electricity. Such perturbations are called magnetic storms, and 
their maximum coincides with the maximum of ‘‘sun-spots.”’ 


Describe the mariner’s compass. 


This instrument depends upon the magnetic action of the earth 
on a declination needle, and is used in guiding the course of a ship. 
The needle is supported on a pivot in a hollow cylindrical brass 
ease. The case is supported on gimbals, which are two concentric 
rings moving on axes at right angles to each other, so that the 
needle is always horizontal. The needle may also be floated on 
gasolene. On the needle is fixed a disk of mica which bears a trac- 
ing of a star or rose with 32 branches, making the eight points or 
rhumbs of the wind, the demi-rhumbs, and quarters. The branch 
called North and marked by a star corresponds to the needle beneath. 
The pilot, knowing the direction in which to steer, turns the rudder 
till the course coincides with the sight-vane on the inside of the box, 
which is parallel with the keel of the vessel. The inventor of the 
compass is not known. Its use is mentioned in the twelfth century, 
but probably the Chinese had used it long before. 


What is inclination or dip? 


The inclination is the angle which a needle makes with the hori- 
zon when it can move in a vertical plane around a horizontal axis. 
It is the movement zn toward the earth. The needle must be placed 
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in the magnetic meridian, for when put east or west a dipping needle 
will be vertical. 

The magnetic poles are those places on the earth where the 
dipping needle is vertical. In 1830, Sir James Ross found the — 
one at 70° N. lat. and 96° W. long. The needle only lacked ¢5° of 
pointing directly down. The same observer found a ape in . 
South Sea where the needle lacked 1° 20’ of pointing to the earth’s 
centre. These do not at all correspond with the geographical poles. 
The magnetic equator, or aclinic line, 1s the one joining those places 
on the earth where there is no dip. Jsoclinic lines connect places 
where the dipping needle makes equal angles. 


What is the astatic needle and system ? 


An astatic needle (unsteady) is one uninfluenced by the cartle Ss 
magnetism. By repeated trials a needle may be made astatic by 
placing a large magnet near it, which will neutralize the earth’s 
magnetism. 

An astatic system is a combination of two needles of the same 

force, joined parallel to each other, with poles 
Fig. 106. in contrary direction. (Fig. 106). The opposite 

action of the earth’s magnetism on a’ and 6, 

on a and b’, just counterbalance each other, 

and the system sets at right angles to the mag- 

netic meridian. This is useful as a test for 
js: electrical currents, the deflection of the system 
™ {then being wholly due to electricity. 


* How is magnetic intensity determined ? 

The intensity increases with the latitude, and 
can be relatively determined by the number of oscillations a needle 
makes in regaining its equilibrium after disturbance. Count the 
number of oscillations during the same length of time at two places. 
The intensity at those places is proportional to the squares of the 
number of oscillations. The greater the number, the greater the 
intensity. The same is true for the pendulum. Lines connecting 
places of equal intensity are /sodynamic lines. The intensity seems 
to vary with the time of day, being greatest between 4 and 5 P. M. 
There may also be a slight annual increase. 
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What are the laws of Coulomb ? 

Magnetic attractions and repulsions are directly proportional to the 
magnetic masses, and inversely as the squares of distances. Similar, 
therefore, to the laws of gravitation. This is proven in two ways: 
(1) torsion balance, (2) by oscillation. In the balance a wire is 
twisted through a certain space by a magnet, and the angle of torsion 
is proportional to the force of torsion. 


What are magnetic curves and the magnetic field? 

Scatter iron filings on a paper held near a horseshoe magnet, 
They will arrange themselves in thread-like curves, called magnetic 
curves, and each particle becomes a little magnet. 

The magnetic field is the space in the immediate neighborhood of 
a magnet. This space undergoes some change in consequence of the 
presence of the magnet, and so different fields may be of different 
intensities. It is not good for a watch to bring it very near a 
dynamo. 


What are the sources of magnetism ? 


1. Terrestrial magnetism ; 
2. Electricity. 


In what ways may magnets be made? 

1. From other magnets; 
2. By earth’s induction; 
3. By electricity. 


What are the methods of making magnets from other mag- 
nets ? 
1. Single touch ; 4. By contact; 
2. Separate touch ; 5. By induction. 
3. Double touch ; 


The single touch consists in moving the pole of a magnet from one 
end to the other of the bar to be magnetized, repeating the opera- 
tion in the same direction. 

The separate touch consists in placing the two opposite poles of 
two magnets of equal force in the centre of the bar to be magnetized, 
and in moving each toward the opposite ends of the bar; then re- 
peat. Compass needles are best magnetized in this way. 
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By double touch two magnets are placed with opposite poles close 
together in the middle of the bar. The two poles are kept apart by 
a piece of wood placed between them, and they are moved first 
toward one end, and then from this to the other, and so on, finishing 
at the middle. This method gives powerful magnets, but may pro- 
duce consequent poles. 


How does the earth make magnets ? 

When a bar of soft iron is held in the magnetic meridian parallel 
to the dip, it becomes endowed with feeble polarity, the end toward 
the earth in the northern hemisphere being the north pole. This is 
unstable, and the poles may be reversed by reversing the bar. A 
certain amount of coercive force may be given it by hitting it with a 
hammer or by twisting it. Such feeble magnetism is often seen in 
lightning-rods, lamp-posts, rifles, etc. This serves the purpose of 
advertisers of so-called magnetic spring-waters. It is the vertical 
iron pipe containing the water which becomes magnetic; the water 
itself has no such property. 


How is the magnetism of iron ships corrected ? 

This magnetism is present from three causes: (1) The earth ex- 
ercises a vertical induction upon vertical masses of soft iron used in 
the ship; also (2) a horizontal induction upon deck-beams, ete. ; and 
(3) the iron of the ship from the hammering and mechanical opera- 
tions used in its construction may become permanently magnetized. 
All these factors greatly disturb the compass-needle, or even make 
it a useless or dangerous instrument. ‘The first two effects may be 
corrected by ‘‘ swinging the ship’’—7. e. comparing the indications 
of the ship’s compass with those of a standard compass placed on 
shore. By arranging vertical and horizontal pieces of soft iron near 
the steering compass, this is finally compensated, so that it points in 
all positions of the ship in the same direction as the one on shore. 
The third factor may be compensated by two permanent magnets 
placed near the compass in certain empirical positions. After a voy- 
age the permaneyt magnetism of a ship is found to be partly de- 
stroyed by the buffetings of the waves, etc., and the compasses are 
then over-compensated. Many a vessel has been lost from this 
cause. After a time the ship’s magnetic condition becomes perma- 
nent and unaltered by further wear and tear. 
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‘Swinging the ship’’ is not as much done as formerly. A table 
of errors is made out, and the true course determined from it; or 
both methods may be used: compensate as much as possible, and 
then construct a table of residual errors. 

Electro-magnets will be spoken of under Electricity. 


What is a magnetic battery ? 


A magnetic battery or compound magnet consists of a number of 
magnets, either horseshoe or bar, joined together by their similar 
poles. They give an increase of power, but mutually enfeeble each 
other, so that a combination of six is not six times as strong as one 
~ alone. 

Armatures or keepers are pieces of soft iron placed in contact with 
the poles. They act inductively and are acted on inductively, pre- 
serving, or even increasing, the permanent magnetism of the bars. 

The portative force of a magnet is the greatest weight which a 
magnet can support. ‘The horseshoe magnet is the best form for 
supporting weights, for then both poles can act. 


What circumstances influence the power of magnets? 


1. Temper; hardest is best. 

2. Proportion of C; least is best—must be some. 

3. Increase of T. weakens a magnet. A magnet heated red 
hot is indifferent to iron and other magnets. This is 
the magnetic lint. 

4, Percussion, as hammering, increases magnetism ; falling is 
bad. 

5. Torsion diminishes magnetism. 

6. Hollow tubes make better magnets than solid bars. 


Floating magnets arrange themselves in geometrical forms when a 
strong magnet is held over them, showing reciprocal action of their 
poles. 

Perpetual motion with a magnet is just as impossible as with grav- 
itation. — an 

Magnets. are not sources of energy. The force of attraction will 
do a certain amount of work, but to restore the attracted body to its 
former position requires just as much work as was originally per- 
formed by the magnet. 
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What are the uses of magnets ? 

. For making compasses ; 

. For making other magnets ; 

. For detecting and measuring electric a astatic nee- 
dle in galvanometer ; 

Inducing electric currents ; 

Electro-magnet in telegraph and telephone. 
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CHAPTER XXIV. 


STATICAL ELECTRICITY._ATMOSPHERIC ELEC- 
TRICITY. 


What is electricity and its history? 

Nobody knows what it is. Its nature is that of a powerful phys- 
ical agent which manifests itself by attractions and repulsions, by 
luminous, heating, and chemical effects, and by violent commotions, 
as In lightning. 

It is not inherent in bodies like gravity, but has to be developed 
in them by friction, chemical action, magnetism, ete. 

Thales in 600 B. c. rubbed amber with silk and found it could 
attract light bodies. Amber in Greek is electron, hence the deriva- 
tion of the word electricity. 

In the sixteenth century, Dr. Gilbert, physician to Queen Eliza- 
beth, took up experiments with amber, sulphur, wax, glass, ete. 
Otto von Guericke invented the first electrical machine and the first 
air-pump in about 1650. In 1780, Galvani experimented with frogs’ 
legs: this was the real beginning of practical electricity. 


What are the kinds of electricity ? 


1. Magnetism ; 

2. Statical, frictional, Franklinic, or electricity at rest. Two 
fluids are assumed, which are separated by mechanical 
friction ; a 4 

3. Galvanic, dynamic, current, or electhicity i in mals The 
two fluids are separated by molecular friction. 
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Frictional or Statical Electricity. 


' How is this variety manifested ? 

1. By attraction first, and then repulsion ; 

2. A cobweb feeling on the skin; | 

3. A spark from knuckles when presented to an electrified 
body. 


What are conductors and non-conductors ? 


According to the greater or less resistance which a body offers to 
the passage of electricity, we have conductors, semi-conductors, and 
non-conductors or insulators. | 

Electrical conductivity is the reverse of electrical resistance. No 
sharp line can be drawn between the following substances; the tran- 
sition is gradual. This list is in order of decreasing conductivity: 


Conductors. Semi-conductors. Non-conductors. 
Metals, _ Alcohol, Dry oxides, 
Charcoal, Kther, Tce at —25° C. 
Graphite, Dry wood, Rubber, 
Water, Paper, Dry air and gases, 
Animals, Ice at 0° C. Silk, 
Linen, Diamond, 
Cotton. Glass, 
Wax, 
Sulphur, 
Resins, 
Amber, 
Shellac. 


Water is a good conductor for statical electricity, but not for 
dynamical, which is of low pressure. Experiments are best con- 
ducted in a clear, cold, dry atmosphere. 

A conductor remains electrified as long as it is surrounded by a 
poor conductor or insulator. Otherwise, the electrified body would 
discharge its supply into the earth, which is a good conductor. 
Therefore the earth has been called the common reservoir. 


What are the kinds of frictional electricity and the theories ? 
The electricity on glass is the positive or vitreous, and that on the 
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silk rubber is the negative or resinous. This latter is also produced 
on sealing-wax, and then the catskin holds the positive variety. 

The theories are two—Franklin’s and Symmer’s. (1) Franklin 
assumed one subtle imponderable fluid which pervades all matter. 
By friction certain bodies can acquire an additional supply of it, and 
are positively electrified ; others lose a portion, and are negatively 
electrified—a positive excess and a negative deficiency. This view 
is now abandoned. : 

(2) Symmer assumes two subtle imponderable fluids in every sub- 
stance—a positive and a negative. When they are combined they 
neutralize each other, but by friction or other means they may he 
separated, and, as there is a greater or less excess of one or other in 
a body, it is electrified positively or negatively. 


What is the law of action of electrified bodies ? 

Bodies charged with the same electricity repel each other, and with 
opposite electricities attract each other. A law similar to that for 
magnetism. 


How is frictional electricity developed and determined ? 

Rub a glass rod with silk, or a piece of sealing wax with catskin, 
and the parts rubbed will be found to have the property of attraction 
and repulsion. The neutral electricity is decomposed. ‘Two elec- 
tricities are developed at the same time and in equal quantities; 
one body takes the positive and the other the negative electricity. ‘a 
Glass takes + when rubbed with silk, but — when rubbed with cat- be 
skin. In the following table any body becomes positively electrified a 
when rubbed with any of those following it; negatively, if rubbed 
with any of those preceding : 


1. Catskin. 7. Silk. 12. Sealing-wax. 
2. Flannel. 8. The hand. 13. Resin. 

3. Ivory. 9. Wood. 14. Sulphur. 

4. Rock crystal. 10. Metals. 15. Gutta-percha. 
5. Glass. 11. Caoutchouc. 16. Gun-cotton. 
6. Cotton. 


In order to determine whether bodies are electrified or not, electro-- 
scopes are used. The simplest is the electric pendulum, consisting 
of a pith ball attached by a silk thread to a glass support. A solid 


STATICAL AND ATMOSPHERIC ELECTRICITY. 235 


body may also be electrified by friction with a liquid or with a gas; 
under certain conditions all bodies may be electrified by friction. 


In what other ways may frictional electricity be developed ? 


1. Friction ; 
2. Cleavage ; 
3. Pressure ; 
4. Heat. 


Cleavage is a source of electricity, seen in case of mica and lumps 
of sugar. Opposite electricities are produced in the parts broken if 
_ they are poor conductors. 

Pressure, followed by sudden separation, causes electrical excite- 
ment. A disk of wood pressed upon an orange will carry away quite 
a charge of electricity. 

Heat causes electricity, best seen in tourmaline. Pyro-electricity 
is the name given to such phenomena, and they are intimately con- 
nected with the crystalline form of the mineral. They are only seen 
in hemihedral crystals (one end not symmetrical with the other). 
Different electricities will be at the opposite ends of the crystal. 
Topaz, silicate of zinc, cane-sugar, tartrate of K belong to this class. 


What are the laws of electrical attraction and repulsion? 

. These laws are identical with those of gravitation—viz. (1) The 
repulsions or attractions between two electrified bodies are inversely as 
the squares of their distance; and (2) directly as the product of the 
quantities of electricity with which they are charged. 

These laws were determined by means of the torsion balance, which 
was also used for the laws of magnetism. 


How is electricity distributed ? 

This depends on the extent of surface, and not on the mass. 
Electricity does not penetrate the interior, but is confined to the sur- 
face, unless in case of a discharge through a wire. This fact can be 
illustrated by electrifying a hollow copper sphere, a long strip of tin- 
foil, or a bird-cage. Sparks may be taken from the outside of the 
cage, but the bird and contents of cage will be wholly unaffected. 
In case of ovals or ellipsoids electricity tends to collect on extremities 
and at the most acute points. 
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This property of electricity is due to repulsion; it tends constantly 
to pass to the surface of bodies, and thence to escape, but is pre- 
vented by the resistance of the feebly-conducting atmosphere. 

Kiectrical density or thickness is the term used for the quantity 
found on a given surface. 


The loss of electricity is due to what ? 


» 1. Imperfection of insulating supports ; 
2. Conductivity of air. 


In an ordinary vacuum all electricity escapes, the pressure of the 
insulating atmosphere being removed. The earth is always taken at 
zero potential; anything higher is positive potential ; anything lower, 
as free —K, is negative potential. 


How may electricity be transferred ? 
(1) By conduction ; 
(2) By convection ; 
(3) By discharge: 
(a) slow dissipation ; 
(b) disruptive, as by spark, brush, glow, or dark discharge. 


(1) If the conducting power be overtaxed, heat is produced, and 
metals may be thus melted or vaporized. (2) Convection is another 
way, but not here due to gravity, as\in case of heat. Molecules are 
repelled and go away, and others come in, and to this is due the 
usual loss in experiments. (3) The discharge varies with the nature 
and shape of the conductors and the difference of potentials. 


Describe electrical induction. 
In Fig. 107 the + electricity of F separates the neutral electricity 
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of A B, and holds the — next to itself on A, and repels the + to 
B. At N is a neutral point. By touching B with the finger, and 
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then removing this conductor from the influence of F, A B can be 
charged with — electricity alone. 


Describe the gold-leaf electroscope. 

An electrometer measures electricity. A galvanometer and torsion 
balance detect and measure electricity. The pith-ball electroscope is 
not very delicate, and the gold-leaf variety shows the presence of 
electricity, and also its kind. A glass jar has a metal rod passing 
through its cover and terminating above in a knob and below, inside 
the jar, in two strips of gold-leaf. The air in the interior is dried 
by quicklime. When an electrified body is brought near the knob, 
it decomposes the neutral electricity of the system, attracting to the 
knob electricity of the opposite kind, and repelling electricity of 
the same kind to both leaves, which consequently diverge. 

To ascertain the kind of electricity, suppose the system charged 
with + EK. This can be done by bringing — E. near the knob. This 
holds + E. next to it by induction, and if a finger touches the lower 
part of the knob, it will take off — EK. Now remove the finger, 
then the electrified body, and + E. will spread over the system and 
cause the leaves to diverge. If an excited glass rod be now 
approached, it will repel + HE. to the leaves, and cause them to 
diverge more widely. If an excited shellac rod be presented, the 
leaves will collapse, being attracted by the opposite electricity. 


What are some of the electrical machines ? 

The electrophorus, or electricity-bearer, was invented by Volta. 
Its principle, like that of all other electrical machines, is that of 
induction. In Fig. 109 B is a cake of resin placed on a metallic 
surface or in a form lined with tin-foil. The cover is a metal disk 
with a glass handle. Flap the resin with catskin and it becomes 
charged with — K. Then put on the cover, and owing to the mi- 
nute roughnesses of the resin, it only comes in contact with a few 
points, so that the resin does not lose its charge, being a poor con- 
ductor. It induces + HK. on the under surface of the cover, and 
— HK. is repelled to the upper surface. Now take off this free and 
repelled — EK. by touching the upper surface of the cover with a 
finger (Fig. 108). Remove the finger, immediately raise the cover 
from the resin, and it will be charged throughout with + E. If 
a knuckle is brought near it a smart spark passes. 
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The metallic form on which the cake rests is important, ag it 
increases the quantity of electricity and makes it more permanent. 


Fig. 108, Fig. 109. 


What are the chief types of plate machines? 


1. Simple plate ; 
2. Holtz continuous electrophorus ; 
3. Wimshurst’s. 


The first used was a ball of sulphur rotated between the hands 
(Von Guericke). Next was a ball of resin, and next a globe of 
glass; in each case the hand acted as arubber. Next came a cylin- 
der of glass rubbed by cushions, and finally a plate of glass. 

The simple plate machine consists of a positive or prime conductor 
A (Fig. 110) and a negative conductor B.C is the glass plate, and 
D the rubber made of leather and amalgam. KE, F, G, H, are 
insulated supports, and I a silk insulating bag. K is a chain used 
to connect either conductor with the earth. On one end of the 
prime conductor at L are two combs, one on either side of the plate. 
M is a pith-ball electroscope. When the plate is turned friction 
generates + KE. on the glass and — EK. on the rubber. As the elec- 
trified plate comes opposite the combs it attracts — E. and repels 
+E. The reason that this end of the conductor isa series of points 
is that the attracted — EH. may readily escape to the plate, and there 
it will neutralize the + E. of the glass, leaving the conductor charged 
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will prevent a heavy charge in either. If + E. is wanted connect 
B with the earth; if — EK, connect A. 


Describe the Holtz machine. 


It consists of two glass plates, one a little larger than the other, 
placed 3 mm. apart. The posterior one is insulated and stationary, 
and has two windows cut in it at the opposite ends of any diameter. 
The anterior or smaller plate can be rotated, and has in front of it 
two brass combs which are connected respectively with two brass 
rods terminating in knobs. There are pasted upon the edges of the 
windows in the stationary glass tongues of thin cardboard coated 
with shellac. These are called the armatures, and serve the purpose 
of an electrophorus. ‘T'o work the machine, one of these armatures 
has first to be primed—v. e. electrified—for example, with a piece 
of hard rubber. The whole working is complex, but the principle 
is illustrated in Fig. 111. A is a revolving glass plate situated 
between D, a piece of hard rubber, and a comb B. D corresponds 
to the armatures mentioned above. Let — EH. be excited on D with 
catskin. It will induce + E. across the glass on comb B, and repel 
—H.to N. But the comb readily gives up its + E. to the revolv- 
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ing glass; so the system B N is left charged with free — KE. When 
the glass disk has made a half revolution, that part charged with 
+ EK. arrives at comb B’, and polarizes B’ P, repelling + H. to P, 
and drawing off the induced — E. from B’. Thus the two con- 
ductors will always be charged with the opposite electricities, and a 
steady flow of sparks passes between P and N. The power of the 


Fig, 111. 


machine is strengthened by suspending from the conductors two 
condensers, Which are only two small Leyden jars. Becoming charged 
by the working of the machine, and discharged at the same rate by 
the knobs, they strengthen the spark, which may be 6 or 7 in. long. 


Describe Wimshurst’s machine. 

This is the simplest and most efficient of all induction machines. 
It consists of two circular glass disks, about + in. apart, mounted on 
a fixed horizontal spindle in such a way as to be rotated in opposite 
directions. Both disks are well varnished, and attached to the outer 
surface of each are narrow radial sections of tin-foil. Attached to 
the spindle on which the disks rotate is a bent conducting rod, at the 
ends of which are two fine wire brushes. At the back is a similar 
one at right angles to that in front. There are two forks provided, 
with combs directed toward each other and toward the two disks 
which rotate between them. The combs are supported on Leyden 
jars, to which are also attached the dischargers. 

The machine is entirely self-exciting, and requires neither friction 
nor outside starter to excite it. The initial charge is probably ob- 
tained from the electricity of the air. A machine with 12 plates 30 


STATICAL AND ATMOSPHERIC ELECTRICITY. 241 


in. in diameter produces sparks 13% in. long. Its method of action. 
is not fully understood. 


What are some of the experiments with electrical machines? 


The spark, according to its length, may be a straight line, a curve 
with branches, ora zigzag. One may be obtained from an electrified 
human body standing upon an insulated stool. 

The electrical chimes consists of three electrified bells which attract 
and then repel little brass balls placed between them. The electrical 
whirl or vane is made of radiating pointed wires, all bent in the 
same direction, fixed to a central cap placed on a pivot. When 
placed on a prime conductor, it will revolve in a direction opposite 
to that of the points, due to the escape of electricity from a point 
and a repulsive action of the electrified air. It would not whirl in 
a vacuum. It is stationary in water, which is a good conductor, but 
rotates in olive oil, which is a poor conductor. ‘The blast of electri- 
fied air can be felt or it may blow out a candle. 


Condensation of Electricity. 


Describe a simple condenser. 


A condenser stores up a large amount of electricity on a small 
surface. It consists in all cases of two insulated conductors, sepa- 
rated by a non-conductor; the principle is induction. 

Any of these condensers may be discharged by connecting the two 
plates.> It may be done slowly or instantaneously: if by the latter 
way, a discharging-rod is used, consisting of two bent brass rods united 
by a hinge and provided with glass handles. A discharge does not 
consist in a simple union of positive and negative electricities, but a 
series of partial discharges or oscillating currents, alternating in op- 
posite directions. 


What is Franklin’s plate ? 


Franklin’s plate, or the fulminating pane, consists of a sheet of 
glass held in a wooden frame and partially covered on both sides by 
strips of tin-foil; one strip is insulated, and the other connected 
with the earth. After being charged connection is made by touching 
both coatings; if by the hands, a violent shock is felt, the combina- 
tion taking place through the body. 

16 
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Describe the Leyden jar. 


The Leyden jar (named from a town) was accidentally and pain- 
fully discovered by a Frenchman in 1745 while charging a jar of 
water. It is a modified condenser or fulminating pane rolled up. 
[t consists of a glass bottle of any convenient size coated inside and 
out for about two-thirds of its height with tin-foil, or the jar may be 
filled with gold-leaf, using no tin-foil inside. Through a perforated 
cork passes a rod, terminating in a knob and communicating with 
the inner tin-foil. Like any condenser, it may be charged by con- 
necting one coating with the ground and the other with the source 
of electricity (Fig. 112). The ground connection may be made by 


H 


hand, and +E. on the inner coating will hold ~E. on the inner 
surface of the outer coating, next the glass. The repelled + KH. 
goes off through the hand, and is not felt. It may also be charged 
by holding it by the knob and presenting the outer tin-foil to the 
machine. It is best discharged by the discharging-rod. 


Where does the electricity reside in a Leyden jar? 


It resides én or on the surface of the glass. The tin-foil is only a 
conductor, collecting electricity, while the glass holds it. This can 
be proven by a charged jar with movable coatings. It may all be 
taken apart and placed on a table. If put together again, it can 
give a shock nearly as great as before. The glass, being a poor con- 
ductor, did not lose its charge. 

The amount of charge depends upon the extent of surface, and 
is inversely as the thickness of the glass. There is also a residual - 
charge, as though electricity had entered the glass. A second spark - 
ean be taken after the jar is allowed to rest a short time. 
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What is a Leyden battery ? 

Leyden batteries are made of a series of such jars, whose outside 
and inside coatings are respectively connected with each other. Seri- 
ous or fatal results may occur from such batteries. Touch the dis- 
charging-rod to the outside coating first. 


What are the effects of electric discharge? 
(1) Physiological ; 
(2) Luminous; 
(3) Heating; 
(4) Magnetic ; 
(5) Mechanical ; 
(6) Chemical. 


- (1) The physiological effects are those produced on living beings 
or on those recently deprived of life; they are shown by the sensi- 
bility and contractility of organic tissues or by violent muscular con- 
tractions. A charge of a Leyden jar was passed through a regiment 
of 1500 men as they joined hands. 

(2) The color of the spark varies with the nature of the bodies, 
the surrounding medium, and the pressure. In air it is white and 
brilliant, and its spectrum full of dark lines; in vacuo it is violet; 
in H it is reddish ; and between charcoal points it is yellow. There 
may be an actual transference of matter, accounting for these dif- 
ferent colors. Greissler’s tubes, the electric egg, the luminous square 
and bottle are constructed to show luminous effects. If bits of tin- 
foil be pasted on a glass at slight intervals, so as to represent any 
object, we may get a reproduction of such object in luminous flashes 
as sparks leap across from one tin-foil to another. 

(3) The spark is also the source of most intense heat. Substances 
are thus vaporized to get their spectra. Illuminating gas may be 
thus ignited or mines and blasts exploded. 

(4) Discharging a spark at right angles to a steel wire or needle 
makes a permanent magnet of it, or the needle may be magnetized 
by putting it in the centre of a coil of fine copper wire and passing 
a spark through the wire. ; 

(5) The mechanical effects are violent lacerations, fractures, and 
sudden expansions, which ensue when a powerful discharge is passed 
through poor conductors. 
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(6) The chemical effects are decompositions and recombinations. 
Two gases may be combined or compound ones be decomposed. 
Water, NH;, C,Hi, and H.S may be decomposed. The chemical 
effects of statical electricity are by no means so varied as those of 
dynamical. 


What is the duration of the spark and velocity of electricity ? 


The duration of the spark has been determined by reflection from 
rotating mirrors. Wheatstone found it to be zz3oq sec., but Lucas 
and Cazin consider it to be between 23 and 46 ten- milliontie of a 
second. 

The velocity was also determined by catching reflected sparks on a 
revolving mirror. When the sparks pass between knobs 7 in. apart, 
but with 4+ mile of wire interposed, the velocity is found to be 
288,000 miles per sec.—50% greater than that of light. By some 
the velocities of light and electricity have been thought to be the 
same; and this is very plausible. 

The velocity of dynamical electricity 1 in wires is far less than the 
above, and through submarine wires is comparatively slow. It is 
about 62,000 miles per sec. in iron telegraph wires or 111,000 in 
copper ones. Delayed telegrams are therefore not due to slow elec- _ 
tricity. 

Atmospheric Electricity. 


What did Franklin prove? 


The atmosphere always contains some free electricity ; it is usually 
+, and that of earth is—. It may be caused by friction of layers 
of atmosphere. 

Lightning is the light of the electric spark which shoots from 
cloud to cloud or cloud to earth when oppositely electrified. A Ley- 
den jar can be charged in a rain-storm by means of a kite. A Rus- 
sian physicist was killed in experimenting with electricity from a 
hghtning-rod. 

¥ranklin in 1752 discovered the identity of lightning and electricity 
by means of his kite experiment. There are six points of resem- 
blance : 


1. Mechanical effects—fractures non-conductors ; 
2. Fires combustibles ; 
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3. Heats substances and melts them; 

4, Gives shocks; 

5. Has odor of ozone—brimstone smell ; 

6. Flash of lightning resembles the ordinary zigzag spark. 
Its duration is less than zopdoq0 See. It can be pho- 
tographed. 


Thunder is the sound resulting from the concussion of air at the 
passage of the spark or from the condensation of air: it can be heard 
about fifteen miles. : 


What is the use and proper arrangement of lightning-rods ? 

As the principle of lightning is induction, it may be possible for 
the electricity of a high object on earth to escape slowly by points, 
and so prevent an instantaneous discharge, as between a cloud and 
a house. This is the object of lightning-rods, but should the poten- 
tials of the opposite electricities be too great, the rods must be of 
sufficient size and so applied as to conduct the sudden discharge to 
the earth and not to the house. 

Good rods, properly applied, absolutely protect a house; bad ones 
invite disaster. The whole subject was recently investigated by a 
convention in England, and the following points were established : 

(1) The space protected by a rod is a cone the height of which is 
the height of the rod, and the diameter of its base is one and a 
half to two times the height of the rod. 

(2) The upper end of the rod should be solid and sharp, and 
should have radiating from its sides near the extremity four sharp 
points ; stretch barbed wire along all sky-lines and run to the ground 
at each corner of the house. 

(3) The material for the rod should be Fe or Cu. Iron is the 
best for use. May use an Fe pipe | in. in diameter packed 
with C. 

(4) Size.—If Fe is used, it must have six times the sectional area 
of Cu. The minimum cross-section for Cu is .1 in. ; better be .4 in. 
The minimum for Fe is 2 in. ; better be 1 in. 

(5) Get a large surface, square, or a wire bundle. 

(6) Joints must be perfect. A tape of Cu can be used, having 
no joints. 

(7) Paint the rods except at the points. 
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(8) Glass insulators are of no use; may use metallic clamps. A 
system of gas- or water-pipes or a metallic roof should not be con- 
nected with the rod. 2 

(9) The ground connection is most important. Carry end of rod 
below the level of ground-water into an old well or water-course, and 
surround its base with old iron or charcoal, all being good conductors 


CHAPTER XXV. 


DYNAMICAL ELECTRICITY.—_BATTERIES.— ELEC- 
TRICAL UNITS. 


What is the history of dynamical electricity ? 

The frog was the founder of it, and had already been used as an 
electroscope for electrical machines. Galvani, a professor of anat- 
omy at Bologna, experimented with a frog in 1780, and thought the 
legs and nerves represented a Leyden jar. On connecting the lum- 
bar nerves of a dead frog with the crural muscles by a metallic cir- 
cuit, the muscles were briskly contracted as though the nerve were 
+, the muscle —, and the rod a discharger. He said that a “‘ vital 
fluid’’ flowed along this rod, and he paid most attention to the ani- 
mal. He found, however, that he got best results when his metal 
conductor was made of Zn and Cu. 

Alexander Volta, a professor of physics at Pavia, made up his 
mind that the contraction was due to contact of dissimilar metals, 
and the frog acted as a discharger. 

Fabroni, a countryman of Volta, thought the phenomena due to 
chemical ‘action, noticing that the zine was oxidized. 

Great controversies arose, but it seems that the contact and chem- 
ical theories are both true: more recently opinion has inclined 
toward the contact theory. In England, Wollaston, Davy and Far- 
aday supported the chemical theory. : 


Discuss current electricity. 
When a plate of Zn and one of Cu are partially immersed in 
dilute H,SO,, no chemical or electrical change is apparent beyond 


generating, and the other one is the negative 
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the disengagement of a few H bubbles on the Zn plate. If the twa 
be placed in direct contact, or better, be connected by a wire, chem- 
ical action.sets in and H bubbles in large quantities collect, not on 
the Zn, but on the Cu plate. If the wire be examined, it will be 
found to possess remarkable heating, magnetic, and other properties. 
When two spheres are charged with statical electricity, one + and 
the other —, a connecting wire equalizes their potentials. If we 
can imagine some agency which renews the different electrical con- 
ditions as fast as they are discharged, the phenomena in the wire 
will be continuous. ‘This is what takes place when two metals are 
in contact in a liquid which acts upon them unequally; the rapid 
equalization of potentials in the wire is continuous, and is called the 
electrical current. It may be illustrated by the condition which 
determines the flow of water between two reservoirs at different levels. 
If the lower reservoir be so large that water added would not affect 
its level, as the sea, and if the higher one could be kept at a con- 
stant level, there would be a constant flow between them. In 
speaking of current in electricity, nothing actually flows; there is 
no transference of matter. We speak of current much in the same 
sense as we say sound and light travel. Electricity does not travel 
through tubes like water, but through Bohides, and does not seem to 
overcome any inertia. 


Describe a voltaic cell. 


A voltaic element. couple, or cell consists of two metals in metallic 
contact placed in a conducting liquid. 

A battery is a series of cells properly con- 
nected. The chemical action upon one metal 
must be greater than upon the other, and the 
metal most attacked is called the positive or 


Fig. 118. 


or collecting plate. 

The direction of the current in the liquid is 
always from the plate most attacked. 

The pole or electrode (way of electricity) of 
a plate is the terminal of the plate or end of a conductor attached 
to the plate (Fig. 113). Now, the —plate (e.g. Cu) has the + 
pole and Zn the — pole; so we must not confound poles with 
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plates. In speaking of direction, that of the + electricity is always 
understood. Dr. EK. Curtis uses the following mnemonic: 


copPer ziNe. : 


The big P means that Cu has the Positive Pole and Pours electricity, 
The big N means that zinc has the Negative pole and ‘‘ Nabs”’ elec- 
tricity. 


What is an electro-motive series ? 

An electro-motive series consists of a list of the most electro-posi- 
tive and electro-negative substances: the former are at the first of the 
list. When any two of these are connected, the current in the wire 
proceeds from the one lower in the list to a higher one. The mere 
immersion of two different metals in a liquid is not sufficient to pro- 
duce a current; there must be chemical action. Zn is most often 
the + element, but not always; it depends upon the fluid. A solu- 
tion of Na,S would change the direction of current with Zn and Cu, 
and the latter would be the + plate. 


Zine, Iron, Silver, 

Cadmium, Nickel, Gold, 

Tm; Bismuth, Platinum, 

Lead, Antimony, Graphite. 
Copper, 


Define potential and electro-motive force. 

Potential, electro-motive force, pressure, and tension are similar 
terms. 

Potential is the difference in electrical conditions. It represents 
a stored force, and is present before the wires are connected. The 
current tends to diminish it, but chemical action restores it. It is 
to electricity what temperature is to heat. Lightning has high 
- potential and but little electricity ; a voltaic cell has small potential 
and much electricity. Potential and quantity are comparable to a 
barrel of water placed on a height and a pond of water at a lower 
level. The force in each drop of water in Niagara depends on the 
height of the falls, and not on its association with other drops. 

Electro-motive force is the force by which the current is impelled 
forward, by which it is set in motion. It bears the same relation to 
electricity that pressure does to water, and is proportional to the 
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number of cells. It depends upon the material, and not upon the 
size of the plate, and is greater in proportion to the distance of the 
two metals from each other in the above series. 


Cells and Batteries. 


Cells are of two kinds—the one-fluid cell and the two-fluid cell. 
The elements of a battery are the cells which compose it. The ele- 
ments of a cell are the metals, the fluid, ete., which compose it. 


Describe the voltaic pile. 

The voltaic pile or battery was devised by Volta himself: It con- 
sists of a series of disks of Cu, cloth, and Zn piled one upon the 
other. At the bottom, on a framework of wood, is a Cu disk, then 
one of cloth moistened with acidulated water or brine, then one of 
Zn, and so on. They are kept in vertical position by glass rods. 
The highest disk is Zn, and is the — pole; the lowest is Cu, and is 
the + pole; the current flows in the wire connecting them. 


What was the “ crown of cups,” Cruikshank’s, and Wollaston’s 
batteries ? 

The cowronne de tasses is said to have been invented by Volta in 
1800, before the voltaic pile was devised; others say that Davy in- 
vented it. The elements were placed in a circle, each containing a 
Zn and a Cu plate immersed in a solution of salt in water. The Cu 
of each cup was joined to the Zn of the next. 

Cruikshank improved upon this by soldering Zn and Cu plates 
together and cementing them water-tight into a trough, which thus 
becomes divided into a series of cells for the reception of the exciting 
liquid. These batteries were of enormous size. Wollaston used a 
similar method. Each Zn plate was surrounded with a sheet of Cu, 
not touching, and this constituted a couple which could be immersed 
in the vessel containing the dilute acid, usually 7, H,SO, and 34 
HNO,;. A number of couples were fixed to a cross-frame. The Cu 
of one was soldered to the Zn of the second, and this in turn was 
surrounded by the second Cu, and so on. The effect was equal to 
that of a dynamo, but lasted only for a few minutes. 


Describe Hare’s deflagrator. 
Hare rolled together large sheets of Cu and of Zn in form of a 
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spiral, but preserved from direct contact by bands of leather or 
horse-hair. The whole was immersed in a vessel of acidulated 
water, and the two plates were connected outside the liquid by a 
wire. It is called deflagrator, on account of its great heating effects. 


To what is the enfeeblement of currents due? 


In the simple cell and in the batteries above mentioned there is 
the objection that the currents rapidly diminish in strength. This 
is due to three causes: 


(1) Neutralization of the acid; 
(2) Local action ; 
(3) Polarization. 


(1) The first is necessary, for the current depends upon the using 
up of the acid and Zn. The ‘remedy is replacement of more acid 
and Zn. 

(2) All commercial Zn contains impurities, as C and Fe. If such 
a plate is immersed in dilute H,SO,, each particle of Fe forms a 
separate little voltaic cell with the Zn. This ‘‘ coasting trade’’ be- 
tween the Zn and the impurities upon its surface diverts so much 
from the regular battery-current, and weakens it. It also wastes 
chemicals, because these local or secondary currents continue when 
the regular current is broken. The remedy is to rub Hg over the 
Zn, called amalgamation. That covers up impurities, and the 
amalgamated Zn then behaves like pure Zn. 

(3) Polarization means the collecting of bubbles of H on the nega- 
tive plate—e. g. on the Cu plate. The liberated H has nothing to unite 
with chemically, and a plate coated with H is more electro-positive 
than usual, and the difference of potentials between the two plates 
becomes less and less, and there is a tendency to produce a current. 
in the contrary direction to the principal one, and so destroy it 
wholly or partially. The Cu plate tends to become a plate of H. 
The H bubbles may be brushed off by a swab or the Cu plate be 
exposed to air. 


Why does H appear at the Cu plate? 


In Fig. 114 let the circles 1, 2, 3, etc. represent molecules of H,SO,, 
connecting the plates. ‘The SQ, of molecule | unites with a molecule 
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of Zn, and sets free H,. This instantly unites with SO, of melecule 
2, forming a new molecule, 1’, and so on till H, is set free at 6. 


Fie. 114. 


GaG00e 


This theory of Grotthuss is insufficient, as it requires a finite force 
within the electrolyte which has never been observed. 

Kohlrausch supposes electrolytic conduction to consist of actual 
motion of free and charged ions; a procession of + kathions moving 
toward the kathode, and one of — anions toward the anode. The 
cause of this motion is the difference of potentials at the electrodes. 


_ Describe the Smee cell. 


Polarization can be remedied by mechanical or chemical means. 
The Smee cell is an example of the former class. A silver plate or 
one of platinum is coated with a fine powdery deposit of Pt, which 
makes it so rough that H will not readily cling to it. This plate is 
suspended between two Zn plates, but not allowed to touch. Dilute 
H,SO, is the liquid used, 1 to 7 in strength. Elements are Ag + Pt 
powder, Zn, dil. H,SO,. 

Walker’s cell is similar, where platinized graphite is used for the 
— plate. This battery is much used for telegraphy in England. 

A battery may be made by causing the Cu plate to revolve in the 
liquid, preventing deposition of H by friction. Not a very practical 
method. 

No mechanical means can wholly prevent polarization ; it can only 
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be accomplished by placing the inactive metal in some liquid which 
will chemically combine with the H, thus using two fluids. 


What are constant batteries? 


With few exceptions the single-fluid batteries have been replaced 
by two-fluid batteries, which give a constant current for some time, as 
polarization is prevented. CuSQ, isa good depolarizer, so is HNO, 
and chromic acid, H,CrO,. In most cases the two liquids are sepa- 
rated by a porous cup, which allows the H to pass through, but hin- 
ders to a large extent the mixture of the two liquids. 


Describe Daniell’s cell. 


Daniell in 1836 invented the first constant battery. A glass vessel 
contains a sat. sol. of CuSO,, and in it is 
immersed a Cu cylinder, G, open at both 
ends and perforated by holes (Fig. 115). 
Inside this cylinder, at its upper part, is 
a shelf for the support of crystals of 
CuSO,. Also inside is a porous vessel 
P of unglazed earthen containing dil. 
H,SO, In this cup is placed the 
| + metal, Zn. A modern form has the 
an Zn and H,SO, on the outside. When the 
THN element is closed the chemical action is 


Zn + H,SO, = ZnSO, + H,; 
H, + CuSO,= H,SO,+ Cu. 


The H, passes through the porous eup and is liberated on the Cu 
plate. It there meets the CuSOQ,, which is reduced and forms sul-, 
phuric acid and metallic Cu. This latter is deposited on the Cu 
plate, and the H,SO, permeates the porous partition and tends to 
replace that used up by the Zn. The solution of CuSO, would soon 
be exhausted if it were not kept saturated by the supply of CuSO, 
crystals on the shelf. To form a battery the Zn of one cell is con- 
nected with the Cu of the next, and so on. E.M.F. 1.072, 


Zn + H,SO, dil. 
The elements are Porous cup. 
Cu + CuSO, sol. and erystals. 


Fre. 115, 


: 


t) 
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Describe Grove’s cell. 


Here great H.M.F’. is obtained by using a — plate of Pt instead 
of Cu, and by surrounding it with HNO, instead of CuSO, Note 
that the Zn plate is here on the outside. <A glass vessel is partly 
filled with H,SO, (1 to 8). Next comes a cylinder of Zn open at 
both ends, and inside this is a porous vessel containing ordinary 
HNO.,. Immersed in this is a plate of Pt bent in form of an § 
and fixed to a cover to keep back irritating orange-colored fumes of 
nitric oxide. The H, coming through the cup upon the Pt is 
disposed of thus: 


~< 2HNO, + 3H, =4H,0 + N,0,. 


The objection to this form of battery is the expense of the Pt and 
the suffocating gas N,O,. If NH,NO, is mixed with the HNO,, 
these fumes are almost wholly decomposed. 

The Tyndall-Grove form is a modification, having a hard-rubber 
case, a shallow cup of HNO, containing a small strip of Pt, and the 
Zn is a flat thick plate with radiating arms. This form may be used for 
electric lights, but runs down soon and does not hold much acid. The 
ii. M.F. of a Grove cell is 1.8 to 2 volts, 80% greater than a Daniell, 
and its internal resistance 1s 20% of a Daniell; so its strength is 
about nine times greater. 

Zn + H,SOQ, dil. 
Elements are | Povo cup. 


Describe the Bunsen cell. 
This variety is known as the zinc-carbon cell. It is a Grove’s, 


’ where the expensive Pt is replaced by a cylinder of C. In 1848, 


Bunsen suggested a peculiar kind of C, either that from gas retorts 
or a compressed mixture of coke and coal. 

The vessel F (Fig. 116) contains H,SO,. Zis a hollow cylinder of 
amalgamated Zn. V a porous cup for HNO,, which shall contain C, 
the rod of carbon. It is cheaper than Grove’s, and the H.M.F. is 
about the same. 


Zn + H,SOQ, dil. 
The elements are | Poon cup. 
Gas carbon and HNQ,. 
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Fig. 116. 
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Callan substituted cast iron for the C, and if the HNO, is very 
strong no fumes are given off. 


How does chromic acid depolarize ? 


In these nitric-acid batteries the fumes may badly corrode the 
appointments of a laboratory, and chromic acid may be used instead 
of HNO,; ¢. e. a mixture which produces chromic acid: 


Take water, 66% by wt. 
‘* ‘sulphuric acid, 25% ‘ 


‘* potas. bichromate, 9% ‘“ 


The chromic acid is reduced by the H, to chromic oxide, which 
unites with H,SO, and forms chromic sulphate: 


Fie. 117, oH, CrO, + 3H, = Cr,0, + 5,0; 
i Cr, oe 3H,SO, =e Cr,(SO,)s +- 3H. 


Describe the Grenet cell: what is electropion? 

The above depolarizer is used in the Grenet cell or 
bottle battery (Fig. 117). Two carbon plates are 
stationary in the liquid, and between them can be 
plunged a Zn plate. This is withdrawn when the 
battery is not in use. There is no porous cup, and 
the cell may be said to be one-fluid, and this fluid is 
‘zz the mixture given above, and is called electropion: 
it is officinal. It can also be readily made of 1 part 
of the potash salt, 2 of H,SO,, and 10 of H,O. 
This produces potassium sulphate and the depolarizer, chromic acid, 
thus: 
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Electropion. 


f : K,Cr,0, +. H.SO, + H,0 a K,SO, + 2H,CrO,. 


The reaction of H, with pure H,CrQ, is given above, but that is not 
quite correct for this mixture, where chrome alum is a product: 


Chrome alum. 


K,Cr,0, + 4H,SO, + 3H, = K,SO, + Cr,(SO,)3 + 7H,0. 
Bichromate of sodium, Na,Cr,O,, is better than bichromate of potas. 
sium, for it gives no chrome alum and makes more soluble compounds. 
This style of battery has an K.M.F. of about 1.8, and is useful 
where a constant current is not required. The liquid soon becomes 
exhausted, crystals of chrome alum form, and the battery wants a 
rest, after which it again acts. 


C plate, movable Zn, C plate. 


The elements are { : 
yee Geakey Klectropion. 


Describe the Leclanché cell. 
Here Zn and a sol. of sal ammoniac act as the exciting agents, and 
peroxide of manganese is the depolarizer (Fig. 118). A rod of C 


Y (co) is tightly packed in a porous pot Fig. 18. 


with a mixture of equal parts of MnO, 
and gas carbon covered with pitch. The 
C plate projects and constitutes one 
electrode. Outside all this is a glass 
vessel about one-third full of a strong 
sol. of NH,Cl, about 6 0z. to the quart. 
In this is the+ metal, a rod of Zn. 
The reaction is Zn + 2NH,CL = ZnCl, 
+2NH,+H,. The MnO, gives off O, 
slowly, and the H, bubbles pass through 
the porous cup and form water with the 
O,. 2Mn0O, + H, = Mn,O, + H,0. 
This sal ammoniac solution seems able 
to ‘‘crawl,’’ from the porosity of the C 
plate, and forms local currents at its wT 
binding-screw. This may be mostly prevented by soaking the plate 
before use with melted paraffin, which prevents the capillary action. 
The above style is the Disque: a more recent one is the Prism or 
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Gonda, where the porous cup is dispensed with, and the C plate is 
bound between two flat prisms made of the double chloride of iron 
and ammonia, mixed with MnO, and graphite. Either form has an 
E.M.F. of 1.48 volts, emits no noxious fumes, and can stand a T. 
of —16° C. They are not suited for electro-plating or closed teleg- 
raphic circuits, but are used in France altogether for open circuit 
work where there are intervals of rest. Cells have been used nine 
years without renewal of zincs, and only one renewal of sal ammo- 
niac. ‘hey are useful for ringing bells and burglar alarms. 


( Zn + NH,CL. 
The elements are (Disque form) < Porous cup. 
C + Mn0O.. 
There is also the Law cell and Diamond-Carbon cell as modifica- 
tions of Leclanché’s. 


Describe a gravity cell. 

This variety, again, dispenses with the porous cup, and the two. 
fluids are kept separate by the differences of sp. gr. Fig. 119 rep- 
resents the form known as Cal- 
laud’s. Cu is placed in a sol. of 
CuSO, at the bottom of the ves- 
sel, and Zn is suspended in dilute. 
H,SO, near the top. At first wa- 
ter is poured upon the vitriol erys- 
tals, and to start the action a little 
common salt or H,SO, has to be 
added to the Zn; then ZnSO, 
gradually forms and floats on the 
heavier CuSO, sol. The reaction 
is just as in Daniell’s cell: metallic 
Cu is deposited on the Cu plate. 
The separation of the two fluids is 
never complete; some of the Cu 
sol. rises and deposits copper on 
the zinc, and so neutralizes the ele- 
ments. This is a very economical 
and constant battery, and is much used in this country for telegraphy. 


The E.M.F,. is about 1 volt. 


Fig. 119. 
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What is the silver-chloride cell? 

This cell, also known as De la Rue and Miiller’s, has come into 
quite general use for hospitals and physicians from its compactness 
and efficiency. It is of the test-tube shape and size, the tube being 
closed by a paraffined stopper, perforated to admit the electrodes. 
The tube contains a weak sol. of NH,Cl (23 to 1000), in which is 
placed a rod of pure Zn, and also a silver wire which is embedded 
in about $ oz. of AgCl contained in a cylinder of parchment paper. 
The latter is the depolarizer. The H and the NH; gases unite with 
the AgCl and reduce it to metallic silver, reforming NH,Cl; thus: 


Zn +2NH,Cl= ZnCl, + 2NH, + H,; 
2NH, + H, + 2AgCl—2NH,Cl-+ Ag,. 


A battery has been constructed of over 14,000 of these cells. The 
E.M.F. is 1.03 volts. 


What is the sulphate-of-mercury battery ? 

This is used for medical pocket batteries, and consists of two 
or more small Zn —carbon cells, each 1 in. square and 4 in. deep. 
The C is placed at the bottom of a hard-rubber cup, and the Zn, 
resting on a ledge, forms the cover. <A few grains of bisulphate of 
H¢ to the teaspoonful of water are placed in the cups, and the acid 
of the bisulphate unites with the Zn, setting Hg free, which amal- 
gamates the Zn. 2Zn+ Hg(SO,), = 2ZnSO,+ Heg. 


Describe Zamboni’s dry pile. 

In dry piles the liquid is replaced by solid hesromeirc sub- 
stances, as paper or leather. 1000 or 2000 paper disks, coated on 
one side with tin-foil and on the other with peroxide of manganese, 
are closely compressed in a glass tube. Such a pile can ring a bell 
or give sparks, and has been adduced to prove the contact theory of 
voltaic electricity ; but chemical action is probably present, caused 
by dampness in the paper. 

Two cells are used as standards—Daniell’s and Clark’s. The 
latter is very constant, and has a — plate of Hg covered with a paste 
of Hg,(SO,), and ZnSO, A Zn plate rests upon the paste. 


What is the comparative strength of the different cells ? 
‘The E.M.F. of a Smee cell i is .65 volts. 
17 
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The E. M. F of a Clark standard cell i is 1.436 volts. 


Daniell i-6i2. 
af ergs m: 1.48-1.60 volts, 
= renet 1.80-2.3 
" Bunsen 16 * 
a Grove oe " 


This means it would require 200 Smee cells to equal 65 Grove cells. 


Compare voltaic with statical electricity. 

There are no currents in statical electricity; in dynamical there is a 
constant source. The former is under enormous tension; the latter 
has but little. 

A battery of over 8000 AgCl cells gave a spark of only 3 in. in 
ordinary atmosphere. Statical electricity has little quantity; we 
could get more electricity for decomposing purposes out of a voltaic 
cell the size of a percussion cap than we could out of an electrical 
machine in fifteen minutes. 

There is no economy in electricity from a galvanic battery as a 
substitute for steam—a use of zine instead of coal. The latter has 
six times as much energy. 1 lb. of coal when burned can produce 
6,000,000 ft.-lb. of work, and 1 lb. of Zn 1,000,000 ft.lb. Zine 
only gives up part of its energy when burned, and further ‘oxidation 


could occur. 
Zn0+C=Zn+ CO; 
CO+ O0=CO.. 


Zine costs 25 times as much as coal, so the total is 125 to 150 times 
more expensive. 

Engines only give back 20-25% of total energy, and with 
electrical machines we can recover about 85%; but with ideal 
arrangements in both zine costs 40 times as much as coal. So elec- 
tricity from a battery comes in for occasional use; electricity pro- 
duced by steam is economical. 


What are the electrical units? Compare them with similar 
terms used in speaking of water. 
The electro-motive force is independent of the size of the plates, 
and depends on the number of cells and the nature of the substance 
used. 
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The K.M.F. of a large cell is no greater than that of a small one 
of the same kind. It corresponds to pressure or head in water, and 
its unit is one volt, which is about the pressure of a gravity-cell, or 
1} that of a Daniell’s cell. 

The quantity is the amount of electricity developed by any source: 
it depends on the extent of surface of the zinc: the larger the zine, 
the greater the quantity. Quantity and intensity are not quite the 
same: the intensity is a part of quantity, and is the amount that 
can flow from the fountain-head in a unit of time. 

The unit of quantity with reference to time is one coulomb, and 
that amount of electricity will deposit .001118 gm. of Ag. per. sec., 
or will set free .0000105 gm. of H per sec. <A stream of water 
might be described by stating the number of quarts which flow 
through a given pipe per sec., and so an electric current may be 
estimated by stating the number of eomlombs passing through a con- 

ductor in a second. 

Strength of current is the quantity of electricity which flows 
~ across any section of the circuit in 1 sec. When the quantity 
passing is 1 coulomb per sec., the strength of current is 1 ampere. A 
current of 10 coulombs has a strength of 10 ampéres ; so the ampére 
is the unit of current strength ; it does not refer to the energy of 
the current. It is also the strength produced by an K.M.F. of 1 
volt through a resistance of | ohm. A milliampére is the thou- 
sandth part of this. 

A coulomb may also be defined as the quantity delivered by a one- 
ampére current per sec. There is no unit analogous to the ampére 
for measuring liquid currents. 

The resistance is the hindrance offered by a conductor to the pas- 
sage of a current. It is comparable to friction or obstacles in the 
way of aliquid current. The unit is 1 ohm, and the legal ohm is 
represented by the resistance offered by a column of pure Hg 1.06 
metre high and with a cross-section of 1 sq. millimetre, or it is about 
the resistance of a copper wire 5 In. in diameter and 250 ft. long. 
1 volt sends 1 ampére through 1 ohm in 1 sec. To express multi- 
ples and submultiples the terms megohm and microhm are used. 

The farad is the unit of capacity, and is such an amount that in a 
condenser of 1 farad capacity the quantity of 1 coulomb produces a 
difference of potential of 1 volt. This is a very large unit, as the 
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capacity of the sun does not amount to 1 farad. A millionth part 
of this, or the microfarad, is a more practical unit. 

A Leyden jar with a total coated surface of 1 sq. metre and the 
glass 1 mm. thick has the capacity of 4+; microfarad. This unit cor- 
responds to the cubical contents of a reservoir for water. 

The watt is the unit of energy, and represents the work done by 
1 ampére when impelled by 1 volt. It is thus a voltampere: 
W=CXE.M.F. This amount of energy per sec. is 74g of an 
English horse-power. It is analogous to the energy of a liquid cur- 
rent which is obtained by multiplying the weight of water falling by 
the distance it falls. 

The joule is the unit of heat, and is the amount of heat, in calories, 
produced by a current of 1 volt in potential and 1 coulomb in quan- 
tity (volt-coulomb). 

SumMARY OF UNITs. 


Electro-motive force, E.M.F., is measured in volts. 


Quantity of electricity, 2 coulombs. 
Strength of current, C. - ampéres. 
Resistance, R. s ohms. 
Capacity of a condenser, ae farads. 
Energy of current, watts. 
Work changed to heat, % joules. 

What are some of the instruments used for determining these 


units ? 

The rheostat is an instrument by which the resistance of a given 
circuit can be increased or diminished without opening the circuit. 
The water rheostat introduces the resistance of water into the circuit: 
some change the length of a wire introduced, others employ resist- 
ance-cotls. These are made of German silver wire, which has high 
resistance and is calibrated for a certain number of ohms’ resistance. 
It is wound double to neutralize any outside induction. These coils. 
from .01 to 100 ohm resistance, are placed in a resistance-box and 
attached to its cover. Holes are in the cover, one between each 
coil, and when these are occupied by copper plugs a current can pass 
through the cover without resistance. Remove a plug, and the cur- 
rent has to pass through a coil in order to get around the hole. 
These are more accurate than rheostats. 
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What is the Wheatstone bridge ? 


This is an instrument for measuring an unknown resistance by 
comparison with a known resistance (Fig. 120). Let two conductors 


Fig. 120. 


whose resistance is known, A B and B OC, be connected end to end 
with the poles of a battery, and let these ends, A and C, be also con- 
nected by another conductor, A B’ C. A current must then pass 
by each of two paths. For every point in A B C there is a point in 
A B’ C, which has the same potential. At G isa galvanometer. 
Let one end of its wire be fixed at B. The point B’ which has the 
same potential on A B’ C can be found by shifting B’ toward A or 
C till the galvanometer shows no deflection. No current is passing 
through BG B’. Let the resistance of the four wires be 7, 7”, s, 
and s’, and it follows that r: 7’ =s:s’. 

Suppose an unknown resistance be introduced at B’ C; then we 
must place known resistance-coils between A 
and B’ to bring the needle back to normal. 
Three terms of the above proportion are known, 
and the fourth or s’” can be found. 


Fia. 121, 


Illustrate the use of shunts. 


Z EZ, 

_ The principle of divided circuits is seen in 7 

shunts, where any proportion of a current may Foren fh A 
be transmitted through a galvanometer (Fig. 4 999 

121). They consist of a set of resistances, overran B 
$, vg, and gt that of the galvanometer. G | 

and G’ are connected with the galvanometer, Ey vrevereenlf c 
P and P’ with the battery. The gapsO, A,B, _} Y sp 


C can be closed by plugs, and these resistances 
be introduced. If all are open, the entire cur- 
rent passes through the galvanometer. By 
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plugging O, none passes through the galvanometer; by plugging C, 
zy passes G’. If resistance is 4, the current at C is represented by 
9, and that through G’ by 1, or #5 of the whole. So the observed 
currents must be multiplied by 10, 100, and 1000 respectively to get 
the principal currents, as the current is inversely as the resistance. 


CHAPTER XXXVI. 


DETECTION AND MEASUREMENT OF VOLTAIC CUR- 
RENTS. 


What are Oersted’s experiment and Ampére’s rule? 


Magnetic effects are most suitable for measuring and ascertaining 
the existence «f voltaic currents. Oersted’s experiment (1819) was 
that by which it was found that a fixed current has a directive action 
ona magnetic needle. Place a current in the magnetic meridian and 
let. it pass over a needle. The needle will tend to take up a position 
which is more nearly at right angles to the magnetic meridian in pro- 
portion as the current is stronger. ‘There are four ways for the cur- 
rent to pass: above or below the needle, and from N. to 8. or 8. to 
N. Ampére has given a simple rule by which we may remember in 
which way the needle will be deflected. Personify the current, and 
the north end of the needle will always be deflected toward the left— 
7. e. if we imagine ourselves swimming in the current and with the 
current, and always facing the needle, its north pole will turn to our 
left. - 


Describe the galvanometer. 


The galvanometer or multiplier or rheometer is a delicate apparatus 
to determine the existence, direction, and intensity of currents. To 
understand the principle, let us suppose a magnetic needle is sus- 
pended by asilk thread and surrounded in the plane of the magnetic 
meridian by a Cu wire mnopgq (Fig. 122). When a current passes 
it will be seen that a swimmer lying in it and facing the needle will 
always have his left hand turned toward the same point of the hori- 
zon, indicating the deflection of the north pole of the needle. 
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The action of the current passing above and beneath the needle 
has been multiplied. Should there be several currents—7. e. a small 
coil of wire around the needle—the action is more multiplied and the 


Fia. 122. Fig. 123. 
i 
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deflection increases. To get rid of the directive action of the earth 
on the needle an astatic system is used (Fig. 123), and the action 
of the current is now the only agent of deflection. The complete 
instrument is seen at G in Fig. 48. A brass plate revolves upon one 
beneath it, supported by levelling screws. Inside the glass case is 
fixed a Cu frame on which is wound the coils of insulated Cu wire, 
surrounding one needle of the astatic system, the upper one being 
alone visible. Over the frame is a graduated circle marked to 90° 
on either side of a 0 point. The length and diameter of the wire 
vary with the purpose for which the instrument is used. 

There are long-coil and short-coil galvanometers. 30,000 turns 
of wire may be used for very delicate experiments. 

Thompson invented a marine galvanometer not affected by the 
pitching of the ship. The indicator is a spot of light deflected to 
one side or another according to the direction of the current. 


What are the tangent and the sine galvanometers? 

With the usual galvanometer there is no law connecting current- 
strength with the deflection of the needle. A tangent galvanometer 
is based on the principle that the intensity of the current 1s directly 
proportional to the tangent of the angle of deflection. In the cen- 
tre of a vertical Cu ring 12 in. in diameter is a short magnetic nee- 
dle. The ends of the circle are connected with the current to be 
tested, and the value of the deflection of the needle is obtained from 
a table of natural tangents. This is adapted for currents of low 
potential. Another form, the sine galvanometer, is used for power- 
ful currents. 
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Discuss Ohm’s law. 

Ohm proved that the strength of the current is inversely as the 
resistance and directly as the K.M.F. As generally expressed, the 
strength of the current vs equal to the electro-motive force divided by 


the resistance. C= R From this law all electrical calculations are 


made. 

The resistance of a conductor depends on three factors: (1) its 
conductivity ; (2) its section; (3) its length. 

Each substance has its own peculiar conductivity. The smaller 
the section, the greater the resistance; the greater the length, the 
greater the resistance. So the strength will be inversely as the 
length, and directly as the section and conductivity. 

In an ordinary cell there are two resistances to be considered: 
(1) that offered by the liquid conductor between the two plates, the 
internal resistance, or R; and (2) that offered by the conductor which 
connects the two plates outside the liquid, the external resistance, 

: - 
R+r 

Internal resistance also depends upon the above factors, being 
greater as the distance of the plates apart is greater, and decreasing 
as the area of the plates submerged increases. 


or 7. Ohm’s formula now reads C= 


distance of plates apart (length) . 
~ areas of plates submerged (section) 


What is the strength of current where E = 100 and R the total 
100 volts 


si, cae 9 ate a a 
resistance =1000? C oe ie 0.1 ampére. 

The resistance of the human body is about 1000 ohms. If we 
increase the battery force to 1500 volts, then C a 5 am- 


pére, which is fatal. 

The E.M.F. of a Bunsen cell is about 1.8 volts, and its internal 
resistance R=0.1 ohm. Connect the poles with a short thick Cu 
wire, so as to eliminate external resistance, and we have 


Ge a ——-==]18 amperes. 


R+r 01 


If any number of similar elements are joined together—e. g. 6— 
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there is 6 times the E.M.F., also 6 times the internal resistance. 
If we ‘‘short circuit’’ the current, 7 may be neglected, and 
go 6H _1:8X6_ 108 

en. 0.156. * 0.6 
elements produces in this case no more effect than a single element. 
This is when it does no work. 
By giving it work, and calling the external resistance 1 ohm, 

1.8 volts 1.8 


= Bea a chm bl 1.63 ampéres, a marked decrease from 


the 18. 

Let 6 cells work, then C= Mo ee ampéres. 
So 6 cells do not give 6 times the current that 1 cell does—about 4 
times as much. We may say, however, that the strength is propor- 
tional to the number of elements when the external resistance is very 
great, as in a telegraphic circuit, and where the internal resistance 


may be disregarded. 


In what ways may cells be arranged in battery formation? 
There are two principal ways, known as series and parallel—series 
for intensity, and parallel, multiple are, side by side, for quantity. In 
the parallel or abreast method (Fig. 125) all the zines are joined 
together and all the coppers, thus forming a single large cell. 
The K.M.F. is not increased, for this depends on the nature 
of the substances used; but the internal resistance will be 6 times 
less, for this factor is diminished by increasing the size of the 


Fig, 124, 


liquid conductor. Instead of using large plates, which would be 
inconvenient, we may connect similar plates. In this method the 


numerator of the fraction F remains the same, but we decrease the 


denominator. This gives quantity at expense of intensity, and is 
the proper arrangement where the quantity required is large and 
resistance low, as in electro-plating. 
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Now, instead of allowing the current to pass directly out of each 
cell, as in Fig. 125, if it goes through another cell, as in Fig. 124, 


Fia. 125, 


we might expect that either the two cells would counteract each 
other or else double the E.M.F. The latter is true, and the 
E.M.F. is practically proportional to the number of cells connected 
in sertes or tandem. In hydrostatics the liquid pressure in six tubes 
of the same size, placed side by side and connected with a horizontal 
tube at the bottom, is only the same as that in any one of the tubes 
alone. But if the six are joined end to end in a vertical series, the 
pressure is six times as great. So by this latter arrangement we 
have zntensity at the expense of quantity, the internal resistance 
being increased sixfold. The series method is the one for a long 
telegraph line or electric lighting, where there is high resistance, 
and intensity must be great enough to overcome it. 

Let E=1 volt, R=5 ohms, and r= 200 ohms, and let 10 cells be 
connected abreast : 


ae 1 volt es ; 
Css (XA) + 900 77 0049 ampere. 


We multiply 5 by 74, because R varies inversely as the size of the 


liquid conductor. 

By series method, C= Pee = .0400 ampére—more 

(5 X10) + 200 

than 8 times as strong as the abreast method. Here R is increased 
tenfold, as the current has to pass through 10 cells. 

Combinations of the above methods may be used, two series of 
three cells each may be joined in parallel, or three series of two cells 
each. There are four ways for arranging six cells, and six combina- 


tions for twelve cells. In all of them the product of the current 
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strength in ampéres by the E.M.F*. in volts must remain the same, 
since each factor varies inversely as the other. 


What are the qualities of a perfect battery ? 


1. High E.M.F.; 
2. Constant E.M.F:; 
3. Small and constant internal resistance. 


No battery fulfils all these conditions. 

The cost of the battery, the use to which it is put, and the trouble 
of keeping it in order determine which of these qualities shall be 
given up. 


What are the accessory parts of a large battery ? 

Galvanometer, rheostat, induction coil and interrupter for Faradic 
current, current selector, selector for number of cells in circuit, com- 
municator for changing poles, rheophores for attachment of elec- 
trodes. 


CHAPTER XXVII. 


EFFECTS OF CURRENT.—ELECTRIC LIGHTING.—ELEC- 
TROLYSIS.—ELECTRO-METALLURGY.—STORAGE 


BATTERY. 
What are the effects of the current? 
1. Physiological ; 4. Chemical ; 
2. Heating ; 5. Inductive; 
3. Luminous; 6. Mechanical. 


What are the physiological actions? 

Protoplasm seems to have the general power of contracting upon 
the application of a voltaic current. On opening and closing the 
circuit which courses a muscle, a contraction will result. By very 
rapidly interrupting the current the muscle can be thrown into a 
state of physiological tetanus. 

Muscles have natural electrical currents or currents of rest. A 
muscular contraction is accompanied by heat, sound, change in shape, 
chemical change, and electrical change. 
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The influence of a current on nerves is to throw them into a state 
of activity, and, depending on their functions and endings, a pain 
may be produced, a flash of light, or a sense of taste. Living nerve- 
tissue is found to have a certain electro-motive state, parts being 
electro-positive to other parts. On passing a current the alteration 
of its natural electro-motive condition is called electrotonus. The 
condition of the nerve close to the -+ pole or anode is called anelec- 
trotonus ; that near the — pole or kathode is kathelectrotonus. The 
excitability of the nerve is diminished in the former region and 
increased at the latter. According to the strength and direction of 
the current there are certain laws of contraction at the making and 
breaking. ‘These facts are taken into account in the scientific appli- 
cation of electricity for medical purposes. 

The movement which causes Venus’s fly-trap, a carnivorous plant, 
to enclose an insect is accompanied by an electrical current. 


Describe the heating effects of the current. 

These effects depend on the conducting power of metals and 
strength of the current. A short thin wire, having great resistance, 
will become heated or incandescent. Edison got his first idea of the 
electric light from this fact. With a powerful battery all metals are 
melted. Cu has not been fused, but has been softened, so that two 
rods could be welded together. Mines are fired or blasts exploded 
by heating small resistant wires which are surrounded by the 
explosive. Surgically, galvano-caustic instruments are useful. <A 
platinum wire heated to 600° C. removes tumors without hemor- 
rhage, and at 1500° C. it cuts like a knife. 

Another application is in safety-plugs, which are strips of lead 
interposed in strong currents, as from adynamo. They are of such 
size that a current of certain strength will melt them, and so break 
the circuit; a current cannot thus exceed a certain limit. 


What are the laws of heating effects? 

There is always resistance to a current; otherwise when once 
started it would remain in motion for ever. If there is no external 
resistance outside the dynamo, heat is generated within it. 

The laws of heating effects are determined by a galvano-ther- 
mometer : electric wires enter a vessel containing alcohol in which is 
placed a thermometer. The following law is established: The heat 
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disengaged in a given time ts, proportional directly to the square of 
the strength of current and to the resistance. This is known as 
Joule’s law, and is expressed H = C?Ré. C?=ampéres, R = ohms, 
t = seconds. 

It is found that when a given weight of Zn is dissolved in H,SO,, 
a definite measurable quantity of heat is always produced—an exact 
relation between heating effect and the work of a battery. 


What is the importance of electric welding? 

Since 1886 this application of electricity has been highly devel- 
oped by Prof. Thomson. It consists in uniting pieces of metal by 
pressing them together, end to end, and heating the juncture by an 
electric current: only so much of the metal is included in the cir- 
cuit as is necessary for this purpose. The alternating current from 
a dynamo is employed and applied by a special machine, the welder. 
An E.M.F. of only about 1 volt is used, but an immense quantity 
of about 16,000 ampéres. The pieces to be welded are rounded, so 
that contact is first made in the centre. Time required is 1 to 2 sec. 
for fine wires, and 2 to 3 min. for heavy bars. The range is almost 
unlimited, embracing welding hitherto considered impossible. Cast 
iron, Cu, Pb, Sn, Zn, brass, German silver, or bronze can be welded, 
each to its own kind or any one to any other one. Welds by this 
process resist the severest tests and are approved for strength and 
tenacity. 


Describe some of the luminous effects of the current. 

Brilliant sparks are seen when the two terminals of a battery are 
brought together or separated. Metal terminals in strong currents 
even diamonds melt like tallow; so the best results are obtained with 
carbon terminals, which are less fusible. 

There are two kinds of electric light: (1) the are, and (2) the 
incandescent. 


Describe the arc light. 

The electric light was discovered by Sir Humphrey Davy in 1801, 
but could not be utilized for seventy years, until electricity could be 
cheaply produced. Let two carbons be in contact until they are in- 
candescent, and then, if they are removed about +; to 2 in., according 
to the current, a luminous are will extend between the two. The 
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charcoal wears away on the -+ pole, making a crater, and is heaped 
upon the — pole, making it pointed. The + pole is the hotter, 
about 2400°-3900° C., and most of the light comes from the tips of 
the carbons. The + pole wears away about twice as fast as the — 
one, and in the usual lamps of New York about 2 long C sticks are 
used up In one night. 

Gas graphite is used, as it burns slowly in air, otherwise a vacuum 
would be necessary. The arc is not formed of sparks, but of incan- 
descent particles of carbon; its color and shape depend on the nature 
of the conductors. Its length is much greater in a partial vacuum : 
it is attracted by a magnet. 40 or 50 volts at least are necessary for 
asmall are light. ‘Two dynamos and an engine will cost about $6000, 
and will supply 260 lamps with 16 candle-power. The running 
expenses are about the same as for gas. | 


Describe some of the regulators of the electric light. 


The great difficulty is to keep the carbons at a proper distance, 
else the light goes out or varies in intensity. They must be auto- 
matic. The use of broad carbons partly obviates the difficulty. 
Wheels of C have been tried. Alternating currents may be used, 
which change the direction of the waste. One carbon may be 
placed on a cylinder floating in glycerin, its base connected with a 
cup of Hg. The float rises slowly as its C wears away, and it may 
be regulated by weights. 

The chief ways are by a train of clockwork operated by an electro- 
magnet and by solenoids. (See p. 286.) The first was invented by 
Foucault, and has received various improvements. The carbons are 
attached to brass rods supported vertically and connected with the 
clockwork. When they are in contact or too close, the strong cur- 
rent which passes through the electro-magnet attracts the armature 
operating the clockwork, and separates the carbons in opposition toa 
weight or spring which tends to bring them together. As the cur- 
rent producing the separation becomes weakened by the increased 
resistance of the arc, a balance is struck between the opposing 
forces. 

The solenoid method is used by Siemens, Brush, and others. 
Here the upper carbon-holder is moved against gravity by an arma- 
ture to which it is attached, K (Fig. 126). This armature moves 
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vertically in the centre of a solenoid coil through which the current 
passes. As it is attracted upward, a clutch on its side grips the edge 


Fig, 127. 


es - 
in “i i ot ; 


of a loose washer, and that lifts the carbon- 
holder, R} or R%. ~Fig. 126 shows this, and 
Fig. 127 shows its’application to a double-car- 
bon lamp. The clutch on the left is narrower 
than the one on the right, so the left pair are 
kept apart till the right ones are consumed, 
when the change of resistance brings the left 
pair into contact. 


Describe Hefner von Alteneck’s regulator. 
This regulator is of the solenoid variety, and 
is used in the Brush light. It is of import- 


Fic, 128. 
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ance in arc-lighting in general, and consists of a shunt current which 
opposes or partially neutralizes the main current (Fig. 128). The 
current from A to B divides at 7, the main branch going through a 
low-resistance coil r and the lamp, while a shunt current carries off 
about 1% of the whole current through a high-resistance coil R and 
around the lamp. The armature m is drawn down by the greater 
induction of the lower current, which separates the carbons. This 
increases the resistance of the arc, and more of the current passes 
through the shunt. Since the resistance in R is constant, the 
strength of its current is increased in the same ratio that r is dimin- 
ished. This tends to draw m upward, shortens the arc, and adjusts 
it to its normal length. 


What is the Jablochkoff candle ? 


This was one of the early devices, and does away with the necessity 
of regulators. Two carbons are placed side by side, separated by a 
thin insulating septum of kaolin or plaster of Paris. A bit of carbon 
connects the upper ends of the rods to start the current across as it 
passes up one rod and down the other. The kaolin is melted, and 
wastes away like the wick of a candle in proportion to the waste of 
the carbons. As the + pole wears away twice as fast as the — one, 
alternating currents are used; 7. e. the commutator on the electrical 
machine is omitted. 


What may be said of the properties and intensity of the 
electric light? 

It has chemical effects similar to those of solar light. It gives 
the solar spectrum, but has several very bright lines, their color de- 
pending on the metal used. 

The intensity from 48 Bunsen cells is equal to 572 candles. The 
most powerful are equals 55,000 candles. Schwendler has devised 
for electric lights a new unit of luminous intensity, called the plati- 
num-light standard. It is the incandescence produced by a current 
of known strength passing through a U-shaped strip of platinum- 
foil 36.28 mm. long, 2 mm. wide, and 0.017 mm. thick. The same 
amount of light can always be reproduced. 

The international standard, adopted in 1884, is the light emitted 
by a sq. cm. of melted platinum when on the point of solidifying. 
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Describe the incandescent lamp. 


The light here depends upon some sort of fibre heated red hot 
and placed in a vacuum, for C is volatilized at high T. in oxygen. 
Edison invented these filament lamps. Pt was first employed, but 
the heat required was just below its melting-point, and the world’s 
supply of Pt would not be sufficient for lighting New York City. 
Carbon has 250 times the resistance of Pt, but has less resistance 
hot than when cold. So Edison next used pasteboard and tissue- 
paper carbonized. He finally found bamboo-fibre from Japan. 
These fibres are placed between nickel plates and put into a muffle, 
and are changed to C. The size of the fibre is that of a hair, and 
the shapes are various. 

The Maxim fibre has the shape of the letter M, is first carbon- 
ized by baking without air, and is then heated in coal gas, called 
flashing, which deposits C and builds up the fibre to uniform calibre. 

Again, gun-cotton dissolved into collodion may be denitrated, and 
becomes structureless and homogeneous cellulose. It is soaked in 
ammonium sulphide, cut up into fibres, and made almost metallic by 
being carbonized. Though there is no combustion in the filaments, 
they usually break after a life of 600 to 1000 hours. They are at- 
tached to platinum terminals sealed into a globular glass bulb, so 
shaped as to better resist atmospheric pressure. A vacuum is pro- 
duced of z554o00, on the Sprengel air-pump principle. Air-pumps 
had to be perfected to make electric lighting a success. 

The current may be direct or alternating, but must be steady. 
Can sometimes see the fluctuations of the engines by watching the 
lights. An Edison lamp of 16-candle power requires a current of 
0.6 ampéres, and has a resistance of about 170 ohms. Common gas 
produces 15 times as much heat as electric light, and vitiates the air. 
Electric lamps require no air, make no heat, create no combustion. 

Can get four times more light out of kerosene or coal gas by put- 
ting them into electricity. Burning them is wasteful. 


How are are and incandescent lamps distributed ? 


The arc lights require currents of 10 to 15 ampéres, and the series 
distribution is most economical, the entire current passing from lamp 
to lamp (Fig. 129). Any variation in the resistance affects every 
lamp in the series, and the extinction of one will interrupt the cur- 

18 
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rent and cause the extinction of those beyond. This is obviated by 
automatic cut-outs, constructed on the principle of Hefner von Alte- 
neck, and the full current is carried past an extinguished lamp. 


Fic. 180. 


Hie. 129. 


0000 6 


ry meant Bay vee VR 


Dynamo. Dynamo. 
Series. Parallel or Multiple Arc. 

For incandescent lamps the parallel system is best (Fig. 130). 
Two heavy copper mains issue from the dynamo, between which the 
lamps are mounted on fine wires, taking off the current according to 
conductivity. Or a number of short series of lamps may.take the 
place of single lamps on a parallel circuit; this arrangement is called 
multiple series (Fig. 131). Again, groups of lamps in parallel may 
be placed in series, called series multiple. 

Edison has a 3-wire system, where two parallel circuits and two 
dynamos are combined. A single central main takes the place of 
the two interior mains; this is neutral, while of the others, one 
is-+ and one—(Fig. 132). When an equal number of lamps is 
lighted in each circuit, the entire current flows in the external 
mains and across through the several pairs of lamps. If more 
lamps are lighted on one circuit than on the other, this increases 
the current on that circuit, and this surplus current flows through 
the central main. Three mains thus do the work of four, and as 
the central one only carries the surplus current, it is found its cross- 
section can be reduced 133% below that of the other two. 
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What is the converter ? 


The incandescent light furnishes the chief employment of the- 
alternating current. In the line of direct currents resistance coils 
are placed for the regulation of the supply; in the alternating cir- 
suit converters are used. A dynamo will supply 


perhaps 5000 incandescent lamps, and its current sa re, 

is of high potential and small quantity. This is 

required to be reversed at points where it is con- 

sumed, the lamps using a current of large quan- -—O—j 

tity. The converter is simply a reversed induc- ieee 
Hre, 11. | pea ee 


BN 
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Dynamo. Dynamo. Dynamo. 
Multiple Series. 


tion coil. The primary coil consists of fine wire, which receives the 
high potential current from the dynamo, and the secondary coil con- 
sists of coarse wire, which means low resistance, and so a large cur- 
rent 1s induced and supplied to the lamps. These converters are dis- 
tributed along the line mounted on poles or otherwise, and one will 
supply ten to eighty lamps. 


What is Edison’s standard for street lamps (arc) ? 
Three watts per candle-power is the standard. An E.M.F. of 115 
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volts and a current strength of 0.43 ampéres will overcome a resist- 
ance of 267 ohms: R=, =~, = 267. 

The same current gives 49.4 watts; W=C x H=0.43 xX 115 
= 49.4. Street lamps have about 16 candle-power = — 3.08 


watts per candle. The relation of voltage, candle-power, and cur- 
rent strength is here shown: 


Volts, 96 98 100 102 104 
Candle-power, 12 13.9 16 18.3.5 208 
Ampeéres, 0.71 0.73 0.75 0.77 0.79 


Life of C in hours, 2875 1670 1000 614 386 


Chemical Effects of Current. 
Define and discuss electrolysis. 

Electrolysis is decomposition by the voltaic current. An electrolyte is 
a compound which may be resolved into its elements by this means. 
The products of decomposition 
are ions, the kation and anion ap- 
pearing respectively at the kath- 

ode (—) and at the anode (+). 
Water was formed synthetically 
in 1781. It was first decomposed 
in 1800. In the bottom of a 
glass vessel fix two Pt electrodes 
yp and n. (Fig. 133). Fill the 
vessel with acidulated water, as 
pure water is a poor conductor, and invert over the electrodes two 
glass tubes full of pure water. When this apparatus is interposed 
in the circuit of a battery, gas-bubbles rise from each pole. The 
volume of that liberated at the — pole is twice that of the other. 
The former is H, and the latter O. There is not 
Wt. Vol. quite the right proportion of H and QO, as a little 


Fie. 133. 


ae of each dissolves in water. ©, and H,O, are also 
O=16 1 _iiberated. 
1 3 H and the metals are always found at the — elec- 


trode, and they are said to be electro-positive, 
unlike attract. Non-metals go to the + pole. O is the most electro- 
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negative element, and K the most electro-positive. Elements have 
been discovered by this means. Davy split up the alkalies potash 
and soda, and proved that they were oxides of hitherto unknown 
metals. Binary compounds are also decomposed, and a compound 
liquid is always split into two parts, though it may contain three or 
more elements. 

When HCl is decomposed, C electrodes must be used, as Cl 
attacks Pt. If the Cl is liberated in an indigo solution, it will be 
bleached as the decomposition goes on: 


B10 
TH Fay 


Salts in solution are decomposed, and the acid part goes to the 
+ pole and the other to the —. 


Na, SO, 
7 Os ROS” 


Alcohol, ether, and the essential oils cannot be decomposed. 


What is secondary electrolysis? 

The group SO, does not remain as such, but unites with water 
and forms sulphuric acid. The Na, does not exist as free Na, but 
decomposes water and gives secondary products; viz. H at the 
— pole and O at the other: this is secondary electrolysis: 


Na, SO, yrs, 
1<——H | 0H o on 
© =f | OR H | OW 

2NaOH | H,S0, | H,O 


What are the laws and uses of electrolysis ? 

1. Electrolysis cannot take place unless the electrolyte is a conductor 
and a liquid. 

2. The energy of the electrolytic action is the same in all parts of 
the conductor. 

3. The same amount of electricity decomposes chemically equivalent 
quantities ; ¢. e. the weights of the elements separated are proportional 
io their chemical equivalents. 

The chemical equivalent is the atomic weight divided by the 
atomicity; is the smallest amount which can replace an H atom. 
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4. The quantity of a body decomposed in a given time is propor- 
tional to the strength of the current. 
The uses of electrolysis are : 


(1) To ascertain the constitution of chemical compounds; 
(2) To obtain pure metals ; 

(3) To measure strength of current ; 

(4) To electrotype and electroplate ; 

(5) To make storage batteries. 


Illustrate the third law. 


Decompose water, lead chloride, and tin chloride. It will be 
found that for every 18 parts of H,O decomposed there will be lib- 
erated 2 parts of H, 207 of Pb, and 117 of Sn at the — electrodes, 
and 16 of O and 71 (2 X 35.5) of Cl at the + electrodes. 

These numbers are proportional to the equivalents, and not at. 
wts., of those substances. 


2H 207 Pb 117 Sn 
160 1 7101 
18 H,O 278 Phe. 188 SnCl, 


Let a battery current pass through the following substances : 


| | | 
( 0 KI CuSO, AgNO, AuCl, N oa 
~———() 


O O O O Oo 
el K 39. Cu’ 31.7) Agi08 -Au’’’66 Nag 
O8 +13; O8 O8 C135 — eee 


At. wt. of Cu is 63.4 + 2 = 31.7. 
At. wt. of Auis 197--3= 66. 


For every part of H liberated, 108 parts by wt. of Ag will be dis- 
solved, 39 of K, or 66 of Au. An increase in cells does not increase 
the amount decomposed. : 

Electrolysis proceeds according to equivalence ; the same quantity 
that liberates 1 atom of a monad liberates half an atom of a dyad, 
and a third of a triad. 
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What is a voltameter ? 

From the fourth law is founded Faraday’s voltameter. The in- 

tensity of the current is ascertained from the quantity of water 
which it decomposes in a given time. It consists of a glass cell in 
which the water is decomposed. ‘This is connected with a flask con- 
taining water. The mixed gases expel the water from this flask, 
and the weight of the liquid expelled is a direct measure of the vol- 
ume of the disengaged gases. ‘The gases may also be passed directly 
into a graduated tube. 1 coulomb sets free .000010386 gm. of H. 
- The amount of current depends on the quantity of Zn dissolved. 
32.44 parts by weight of Zn will be decomposed while one part of | 
His being liberated, or to liberate .000010386 gm. of H will require 
.000010386 X 32.44 = .00033692184 em. of Zn, and this number is 
called the electro-chemical equivalent of Zn. 

Silver and copper voltameters are used, and the Ag or Cu liber- 
ated at the — pole is dried, washed, and weighed, and the weight 1 18 
the measure of the current intensity. 


What are the disadvantages of the voltameter ? 

It gives only mean intensity, and not strength for any given 
moment. As it offers great resistance, it is only useful for strong cur- 
rents. It has to be corrected for pressure and T. Water absorbs 
the O, and also H slightly. O; and H,O, are liberated and affect 
the result. 

Magnetic measurements are ETON are delicate, and give the 
intensity at any moment. 


How is electric consumption measured ? 

Gas-lighting would have been a failure had not the metre been 
invented. Hdison saw the same difficulty in electric lighting, and 
he uses chemical means, depending upon the amount of Zn dis- 
solved. His voltameter contains a wire and Zn of such size as to 
offer y555 of the whole resistance. In it are two compartments con- 
taining Zn. The agent takes out one Zn every month, weighs, ascer- 
tains its loss, and computes the electricity used. The other Zn is 
left undisturbed for a year or so, to act as a check. 


What is electro-metallurgy ? 
Electro-metallurgy or galvano-plastics is the art of precipitating 
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certain metals from their solutions by an electric current, either gal- 
vanic or one from a dynamo. The current must be one of large 
quantity. The art was discovered in 1839, independently by Spencer 
and by Jacobi. A mould has to be made, and on this is deposited 
a layer of the desired metal. 


Describe electrotyping. 


This book is printed from electrotype plates. A shallow pan is 
filled to the depth of 1 cm. with melted wax. A few pages are set 
up in type, and a mould is made by pressing this into the wax. 
Powdered graphite is applied to make the wax a good conductor of 
electricity. Flow the surface with alcohol to prevent adhesion of 
air-bubbles, and then with a solution of CuSO, Dust over it some 
iron filings, by which a chemical action is started. Next place the 
form in a bath of acid CuSQ, and connect it with the — pole of a 
battery or adynamo. From the+ pole suspend a plate of Cu about 
2 in. from the wax surface. The salt of copper is decomposed and 
its Cu is deposited on the mould. The acid formed at the + pole 
dissolves the Cu plate, and so keeps up the degree of saturation 
of the solution. 

When the Cu film is about as thick as a visiting card, it is removed 
from the wax, and shows every line of the original. This shell is 
then backed with melted type-metal to give it firmness, is fastened 
to a block of wood, and then is ready for the printer. A small 
amount of type used over and over can thus do a large amount of 
printing. A quantity battery is necessary for the above purpose, a 
Daniell’s or a Smee, but a dynamo of special construction is more 
commonly used. 


Describe electro-plating. 


This process is practically the same as the one described above, 
only here the metallic coat remains permanently on the object. 

The articles to be plated have to undergo certain preparatory steps 
called buffing, cleansing, pickling, and scouring. After this they 
must not be touched again by the hand, and they may now be placed 
in the plating bath suspended from the — pole of a battery. The 
bath used is always a solution of a salt of the metal to be depos- 
ited. From the + pole of the battery is suspended an anode, which 
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is a plate of the same kind of metal as that to be deposited. (See 
Fig. 134.) 

The reason that the articles to be plated must be placed at the — 
pole, is that electrolysis goes on in the bath, and CuSQ,, for instance, 
and H,O are decomposed. Metals like Cu and H are electro-posi- 
tive, and go to the — pole, whereas the acid radicle SO, and O go 


Fig, 134, 


to the + pole. The SO, becomes SO,, which unites with a mole- 
cule of water forming H,SO, (SO;+ H,O) on the Cu anode, dis- 
solving it somewhat, and so renewing the supply of CuSO, Or the 
SO, may unite directly with H,. The film of plating comes from the 
salt in solution, and not directly from the metal anode. 

The bath for electro-silvering is usually a solution of the double 
cyanide of Ag and K, formed from nitrate of silver and cyanide of 
potassium ; thus, 


AgCN + KCN =AgCN.KCN. 


German silver makes a good base for being plated, or some metals 
have first to be covered with a layer of Cu, and then this Cu can be 
plated. 125 tons of silver are probably used annually for electro- 
plating. The average deposit on forks and similar sized articles is 
80 to 100 gm. per dozen. 


The bath for electro-gilding is a solution of gold chloride and 
KCN. 
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Nickel-plating has now become very important. <A layer zo/o5 in. 
thick may be formed. Commercial nickel contains nitrate of sodium 
and HNO,, and plating could not be done successfully till this im- 
purity was gotten rid of: 7 of 1% was fatal to plating. Adams 
took out the first patent not to do a thing—viz. not to allow the 
presence of nitrates. Temperature in india-rubber processes is 
patentable. 

A plate of pure Ni is the anode, or one of Pt and 4 Ni may be 
used, and salts of Ni and ammonium are in the bath. This makes 
an excellent plating for surgical instruments, but some say it 1s por- 
ous, as seen by the microscope, and so perhaps gives better lodgment 
for bacteria. 

The time required for electrotyping is about 2 hours with a dynamo 
direct current, or 14 hours with a battery current; for silver-plating, 
3 to 4 hours with a dynamo. Gold is deposited with great rapidity : 
a few minutes’ immersion is sufficient. Nickel-plating requires 15 
minutes to an hour with a dynamo. 

Zn, Fe, steel, Sb, can all be deposited; when a film of the latter 
is broken, it becomes red hot, a peculiar molecular state. Copper 
plates can be steeled by an iron deposit of extraordinary hardness. 
In Ansonia, Conn., iron telegraph wires are coated with Cu; 15 
tons per week are deposited. Many works of art can be repro- 
duced; even copies of daguerrotypes may be made. lectro-etch- 
ing can be done by attaching the article to the + pole, where it is 
eaten away. 

He is said to be removed from a patient by making him the anode. 

Other important applications of electrolysis are the refining of 
metals and the reduction of ores. Aluminium can now be obtained 
from its ores at a greatly reduced price. The process is Hall’s, pat- 
ented in 1889. A steel crucible lined with C contains a bath of the 
double fluoride of Al and Na and of Aland Ca. The bath is fused 
at a red heat, and Al,O, is formed, dissolved in the bath. A dynamo 
then electrolyzes the alumina, but not the bath. 


What is the principle of the storage battery? 

When water is decomposed by Pt electrodes, O is condensed on 
the + plate and H on the — plate. The effect is to produce a cur- 
rent in opposition to the original one. 
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Grove has constructed a gas battery on this principle. Two tubes 
containing H and O are inverted in water. When the external cir- 
cuit is completed, the gases recombine to form water, generating an 
electric current. 

The products of electrolysis themselves form a battery. The 
storage of electric energy by chemical decomposition is recovered by 
chemical recomposition. This is the principle of the storage battery, 
the secondary cell, or accumulator. 

Secondary electrolysis is produced (see p. 277) as in the decompo- 
sition of Na,SO, There is no secondary action in the decompo- 
sition of HCl or HNO, The electrodes are not acted upon. 
SHNO, splits into SNO,+ 80+ 8H. The 8H reunite with the 
acid, 8H + HNO,=NH,+3H,O. When HCl is decomposed, 


CuCl, is formed at one pole, producing nothing for recombination. 


Describe Planté’s storage battery ? 
When acidulated water is decomposed by lead electrodes, lead 
oxide will coat one and H will be occluded on the other. 


—Pb Pb+ 
Pb+H, PbO, 
H SO, 
H, | 0 


When the Pb piates thus acted on are connected, there is a recom- 
position of O, and H,, and a new electric current in the reverse 
direction, The plates run down to plumbous oxide, PbO, on either 


Fia. 185. 


side, which is reduced to PbSO, by the acid. During the second 
charging this sulphate is decomposed and restored to the solution, 
and the leads are free to take up O and H again. 
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Planté’s element consists: of a broad strip of sheet lead provided 
with a tongue and laid upon a second similar sheet, contact being 
prevented by narrow strips of felt (Hig. 135). The sheets are rolled 
together, forming a compact cylinder, which is placed in a vessel of 
dil. H,SO,. The tongues of the leads are now attached to a battery, 
and the water decomposed, as seen above. When the anode has 
ceased to absorb O,, the cell is disconnected, and then discharged by - 
making external connection. ‘This process is repeated many times 
during a period of several months, the object being to cover one 
plate with a thick coating of PbO, and the other with a coating of 
spongy lead. They are recharged each time with a reversed current, 
but when the plates are completed subsequent charging is always 
in the same direction. 


What is the Faure cell? 


Faure prepared plates by coating sheet lead with a paste made of 
red lead, Pb,Q,, and sulphuric acid. The paste is kept in place by 
a sheet of parchment paper, by felt, or a blanket, and the plates 
are then rolled up and placed in a jar of acidulated water. lec- 
trolysis with alternation of current is employed, by which in a few 
days the Pb,O,, called miniwm, is changed to PbO, on one plate 
and spongy lead on the other: the cell is now ready for practical 
use. : 

The improved Faure cell has the lead plates made in the shape of 
gridirons, and the openings are filled with a paste of Pb,O, and H,SO, 
for the + plates, and PbO or litharge and H,SQ, for the — plates. 
Each plate is electrolyzed separately before being combined in the 
cell intended for use. 

The Julien cell has grids made of Pb, Sb, and Hg; the Pumpelly 
cell, from Chicago, has the plates horizontal, otherwise the same as 
the Faure cell. 

The uses of storage batteries are for ringing bells, for turning small 
wheels, for incandescent or even are lights, for propulsion of street 
cars, ete. One may be used for a week for lighting purposes, and the 
best cells have an E.M.F. of 2 to 3 volts. They can never be 
economical if charged by galvanic batteries; if done by dynamos, 
they will yield about 40% of the work transmitted to them. They 
store energy rather than electricity. 
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They were used on the Madison Avenue street-cars of New York, 
but have been abandoned. 120 cells per car were required, weigh- 
ing 3600 Ib., stored beneath the seats. Their alleged energy was 
sufficient to carry 400 people 36 miles. 

The disadvantages of these batteries are—(1) loss of H,SO, 
and increased resistance; (2) formation of PbSO,; (3) plates 
unequally charged ; (4) buckling and distortion of plates, rendering 
cell worthless. About three hundred patents have grown out of 
Faure’s device. They may be useful in a small way, but not yet on 
a large scale. They are convenient for establishing stock companies. 


CHAPTER XXVIII. 


ELECTRO-DYNAMICS.—ELECTRO-MAGNETS.—TELEG- 
RAPHY. 


What is electro-dynamics ? 
By this term is meant the laws of electricity in a state of motion, 
the action of currents upon each other and upon magnets. 


Fic. 136. Fig. 137, 


_ Seen j Siena ies . aioe 


Electro-statics deals with electricity at rest. All the phenomena 
for parallel and angular currents follow three simple laws: 1. Paral- 
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lel currents in the same direction attract one another. 2. Parallel 
currents in opposite directions repel one another. 3. Angular cur- 
rents tend to become parallel and flow in the same direction. , 

An illustration of the first two laws is seen in Figs. 136 and 137, 
and also by what is known as Roget's vibrating spiral. It consists 
of a battery wire bent in the form of a spiral. One end dips into. 
a dish of Hg, and the wire from the other electrode dips into the 
same dish. While the current passes it is parallel with itself in the 
spiral. Attraction follows, and one end of the coil is lifted from the 
Hg, and the circuit is broken. Gravity acts, the coil again touches 
the Hg, and rapid vibrations are produced. 


Describe a solenoid. 

To illustrate the third law a solenoid may be used. A solenoid is 
a system of equal and parallel circular currents formed of the same — 
piece of insulated copper wire and coiled in the form of a helix or spi- 


Fic. 138. 


ral (Fig. 138). Itis only complete when part of the wire passes in the 
direction of the axis in the interior of the helix. Let such a coil be 
movable about a vertical axis, or let it be supported by a little float- 
ing battery. Pass a rectilinear current Q P beneath it, and at the 
same time let a current pass in the solenoid. The latter will turn 
and set at right angles to the lower current; ¢. e. those currents in 
the lower parts of the coiled wires are parallel to, and im the same 
direction with, the current of the straight wire. 


Explain the directive action of the earth on solenoids. 


If a solenoid be supported as in Fig. 138, and a current be passed 
through it, it will move, and finally set in a position so that its axis 
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is inthe magnetic meridian. In the lower half of the coils the cur- 
rent is from east to west; 7. e. descending on the side toward the 
east and ascending on the west. <A solenoid is thus directed like a 
magnetic needle, with a north and south pole, and fully illustrates 
Ampére’s theory of magnetism. At the 8. pole of a magnet or 
solenoid the currents are in the direction of the hands of a watch 


is): when the N. pole is looked at, the current is still east and 


west, but it seems to be in a direction 
opposite to that of the hands of a 


watch CN) (Fig. 139). Illustrate 


Fie. 139. 


this to yourself by marking currents 
around a crayon of chalk. The Am- 
périan theory has already been spoken 
of on p. 224. The earth itself is sup- 
posed to be traversed by such currents, 
explaining its magnetism. They pass 2 
from east to west beneath the earth, if that expression be allowed. 
These currents direct magnetic needles or solenoids according to the 
third law, that angular currents tend to become parallel and flow in 
the same direction. 

Magnets and solenoids or two solenoids will mutually attract or 
repel each other, just as magnets themselves would do... . 


Electro-magnets.—Magnetization by Currents. 


When a Cu wire traversed by a current is immersed in iron filings, 
they adhere to it, as to a magnet, as long as the current continues. 
Or if we coil an insulated wire about an unmagnetized steel bar, and 
then pass a current, the bar will become strongly magnetized ; either 
galvanic or statical electricity will do it. The S pole of the new 


magnet will be that one where the wire was wound G) or. if a 


person swimming in the current look at the axis of the spiral, the 
N. pole is to his left. 


What are electro-magnets ? 
Electro-magnets are bars of soft iron which under the influence 


288 ESSENTIALS OF PHYSICS. 


of a voltaic current become magnets. This is only temporary mag- 
netism, and ceases with the current. ‘They are usually of horseshoe 
form, and an insulated Cu wire is rolled around the two branches in 
such a way that if the horseshoe were straightened out the wire 
would all be in the same direction. Soft iron wires are better than 
solid iron for the core. ‘The iron should be as pure and soft as pos- 
sible; otherwise it will acquire some magnetism and not respond 
readily to every change of current. This acquired magnetism is 
ealled residual or remanent magnetism. 

The strength of the magnet is proportional to the strength of the 
current and number of windings, but independent of the width of 
the coils, of the nature or thickness of the wire, taking resistance 
into account. 

On making or breaking the circuit around the soft iron the move- 
ment of its molecules in changing positions changes the shape of 
the bar, but not its dimensions, and produces audible sounds. 
Two are always distinguishable: one is musical, and the other a 
series of harsh sounds corresponding to the interruptions of the 
current. 

Here was the first idea of a telephone, and an instrument made 
on this principle was used for years by Reis in Frankfort, and was 
ealled telephone. 


What is the ‘‘ suction of the coil” ? 


This is the attraction of the coil exerted on a movable soft-iron 
eore. Itisstrongly drawn into the coil, and oscillates before becoming 
stationary. Page’s engine (locomotive) depends on this principle, 
rapidly magnetizing and demagnetizing the soft iron which will move 
up or down, and its rectilinear motion can be changed into rotary by 
acrank. It can run 20 miles per hour, but at forty times the cost 
of an ordinary engine. 


What are the uses of the electro-magnet ? 


Electric bells, fire- and burglar-alarms, electric printing-machines, 
and ‘‘tickers’’ all make use of the electro-magnet. The general 
way of its working is seen in Fig. 140. EK is the magnet connected 
with one wire of the circuit, and the other wire is connected with 
spring C, which presses against the armature a. When the current 
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passes, the armature a is attracted, which carries with it the hammer 
P. The moment this takes place contact is broken between the 
armature and the spring, and the electro- 

magnet ceases to act. A little spring at Fig. 140. 

the base of the armature brings it again 
into contact with C, and the current again 
passes. 

In ease of electric clocks a pendulum 
beating seconds opens and closes a circuit 
at each oscillation, and the armature will 
also beat seconds. This motion is con- 
veyed to cogs and thence to the dial. A 
whole system of clocks as on a railroad line 
can thus indicate the same hour, minute, 
and second. 

In the fire-alarm box you are directed to 
** pull down once and let go.’’ This winds 
a spring which sets in motion a train of 
wheels, one of which has notches on its 
circumference corresponding to the number of the box; e. g. three 
notches together and four notches together. This revolving wheel 
touches a lever and closes a circuit, but as a notch passes under the 
lever the circuit is broken. This demagnetizes an electro-magnet 
at the central station and releases an armature which strikes a bell ; 
thus 34 will be struck off. ‘The spring is wound just enough to cause 
the wheel to revolve three times. 

One form of an electric pen has an electro-magnet inside which 
will attract an armature beneath, and so prick holes in paper. 

Electric engines, dynamos, and motors all depend upon the elec- 
tro-magnet; not an economical means if Zn be used to obtain the 
power, but useful in the rapid transmission of small power to great 
distances, as in the electric telegraph. 


The Electric Telegraph. 
What is its history? 

No one man ever invented the electric telegraph. Franklin in 
1760 is said to have suggested something of the kind. In 1774, 
Lesage constructed the first one at Geneva, using statical electricity 

19 
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—24 wires and 24 pith-ball electroscopes, one for each letter of the 
alphabet. Sdémmering in 1808 first used voltaic electricity for this 
purpose, employing a water voltameter for each letter. In 1820, 
Ampére used 24 galvanometer needles. 

In 1831, Prof. Henry really had the first telegraph, but never 
thought of using it as a commercial enterprise. He employed the 
electro-magnet and used a code of signals. 

In 1833, Gauss and Weber used a single galvanometer needle, 
indicating letters by right and left deflections, and observed the 
oscillations by a telescope. Steinheil in 1836 or 1838 discovered 
that only one wire was necessary, the earth acting as a return wire. 

Cook and Wheatstone in 1837 introduced the needle telegraph, 
and constructed on the London and Birmingham Railroad the first 
line ever employed for commercial use. 

Prof. 8S. F. B. Morse, in 1835, invented a recording system of 
dots and dashes. His patent is dated June 20, 1840, and his claims 
have been used to the detriment of the others mentioned. He 
constructed the first line in the United States, between Baltimore 
and Washington, and sent the first message on May 27, 1844. He 
used two wires, and not one. 


What are the essentials of a simple line? 


(1) Battery; (2) conductor; (3) signal key or transmitter; (4) 
sounder or receiver. : 

The galvanic battery was once used, Daniell’s, gravity, Leclanché’s, 
or modified Wollaston’s, but now the telegraph companies use dyna- 
mos. 

The conductors are galvanized iron wire or Cu wire or iron coated 
with copper. Insulated supports are of glass or gutta-percha, which 
is the best insulating substance known. In large cities the wires coy- 
ered with gutta-percha or prepared hemp are placed underground in 
tubes or lead pipes. 

Submarine cables consist of a core of seven Cu wires, each 1 mm. 
in diameter, twisted together and covered with a mixture of tar, 
resin, and gutta-percha. This insulator proper is coated with hemp, 
and outside that is a protecting sheath of steel wire, also spun round 
with hemp. 

At the sending station the line is connected with the + pole 
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of the battery; the current passes to the other station, and if 
there were a return wire would traverse it tothe — pole. But the 
expense of this second line can be saved by using the earth as a return 
conductor. It is better than a wire, for it offers no resistance, does 
not actually return the current, but acts as a reservoir, giving and 
receiving electric energy. So the end of the conductor at one station 
and the — pole of the battery at the other are connected with large 
Cu plates, which are sunk some distance into the earth, or they may 
be connected with gas- or water-pipes. The circuit may be open or 
closed—open where pressure on the key completes the circuit, 
closed where a signal is produced when the key is lifted. 

The sender or key K (Fig. 141) consists of a mahogany base sup- 
porting a metal lever, one end of which is kept raised by a spring 
beneath. The other end of the lever is connected with the line wire. 
When the key is depressed it strikes an anvil connected with the bat- 
tery, and the current, passing along the line, attracts the armature 
of some receiver with a click. If the key is held in contact for an 
instant, it constitutes a dot; if for a longer time, a dash. When 
the key is not in use the circuit is closed by a lever pushed under 
the anvil; so a current is passing all the time. 

The receiving instrument may either be a register or a sounder. 
A register consists of an electro-magnet whose armature is provided 
with a point which indents a tape of paper passing beneath. Clock- 
work rolls the paper upon a drum, and thus the message can be read 
from the dots and dashes. Double embossing registers are in .com- 
mon use, by which two separate messages may be registered. Ink- 
ing registers are also used. 

Messages are usually received by sound. The sounder (Fig. 141) 
is practically as the above, only the style of the armature is allowed 
to click on a brass sounding-piece, and when the current ceases a 
spring withdraws the armature, and it makes a light click on a screw- 
point above. A sharp click indicates the beginning of a dot or dash, 
a light click its termination. A pause following a sharp click is a 
dash; one following a light click is a space. 


What are some of the accessories of a telegraph line? 


The relay, repeater, lightning arrester, ground switch, and cut-out. 
On circuits longer than twenty or thirty miles the current may 
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become so enfeebled as to be unable to work the sounder. A relay 
is necessary ; that is a second electro-magnet RB (Fig. 141), still in 
the line current and serving to introduce into the sounder the cur- 
rent of a local battery, which is only used for recording signals. If 
the message is destined for a more remote place, a powerful battery 
is substituted for the local one. In this case the relay is called the 
repeater, and the message can be forwarded four or five thousand 
miles without an operator. 

Kvery time that Boston presses his key the armature in his own 
office, in the New York office, and at all the way stations falls, and 
the message can be read at every station. The cut-out, ground 
switch, and lightning arrester are usually combined, as in Fig. 142. 


Fig. 142: 


‘A 


Three brass plates are mounted on an insulating block, the central 
plate having a row of points on either side. The end plates are 
connected with the terminals of the line, and the office instruments 
are placed in circuit between them. The central plate is connected 
with the earth. When a brass plug is inserted between the end 
plates, as shown, the office instruments are cut out of the circuit. 

If lightning should strike the line anywhere, its high potential 
would cause it to leap across the points and escape to the earth by 
the central piece, instead of taking the longer route through the 
instruments. . The direction in which line connections are inter- 
rupted can also be determined by inserting the plug between the 
central plate and an end piece. 

The course of a current at the receiving station is first into the 
lightning conductor, thence into a small galvanometer, indicating the 
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passage of a current, thence into the office instruments, the key, and 
next the relay. This establishes connection with the local battery 
and that works the sounder. 

The American Morse code is used in the United States and 
Canada, but in all other nations of the world the International 
Morse code is used, established in 1851. 


Describe autographic telegraphy ? 

Autographs, or even photographs, may be transmitted by tele- 
graph. The name or message is written in letters of wax on a strip 
of tin-foil. At the receiving station is a paper moistened with prus- 
siate of potassium. A needle or iron pen at either station is moved 
simultaneously by clockwork across the sheet of foil and the K 
paper. As the current passes the prussiate of K is decomposed, 
and a continuous blue line is made until the pen at the sending 
station strikes a line of sealing wax; here there will be a break in 
the blue line. Hach needle is moved down a hair’s breadth as it 
traverses its respective sheet, and the message is received in light 
letters on a blue ground. 

In Elisha Gray’s telautograph a common lead-pencil writes the 
message; near its point are fastened two silk cords which connect 
with the instrument and control the pen at the other end. Sketches, 
short-hand notes, and business done by mail may be done by wire. 


What is to be noted in connection with submarine cables? 

The difficulty observed is, that the wires retain a charge by induc- 
tion after the battery is detached. The cable constitutes an immense 
Leyden jar, which must first be charged before the current can reach 
the other end. When communication is first made there is an arrival 
wave followed by a variable period till the flow is constant. 

Signals are received by a reflecting mirror, Thomson’s galvanom- 
eter, the motions of the spot of light to the right or left forming 
the alphabet. Thomson also devised the s¢phon recorder, where ink 
from a capillary tube makes deflections to the right or left on a paper 
ribbon. These deflections represent the Morse signals. 


Can more than one message be transmitted at a time? 


Duplex telegraphy is a means by which messages may be sent 
simultaneously in opposite directions on one and the same wire. It 
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was first suggested by Moses Farmer in 1852, but the method of 
Stearns was not practically adopted into the United States till 1872. 
A description cannot be given here. ach station is provided with 
a Morse electro-magnet wound with two sets of wire in opposite 
directions; one coil is connected with the line and the other with 
the earth. There is no indication of a message being sent at the 
sender's instrument; his armature is only attracted by an incoming 
message. ‘There are the Stearns system and the polar duplex. 

In 1874, Edison and Prescott invented the guadruplex telegraph, 
by which four messages may be transmitted at the same time on the 
same wire, part going in one direction and part in an opposite direc- 
tion. It is a combination of the Stearns duplex and polar duplex, 
and is a practical success. Multiple transmission to an indefinite 
extent has not yet been realized. 


What is Wheatstone’s system of rapid transmission ? 

Transmission by manual manipulation of the key does not exceed 
25 to 50 words per minute. A more rapid means is necessary in 
large offices. Wheatstone’s method is related to the manual method 
about as printing is to writing. The message has first to be prepared 
by recording it with perforations in a strip of tough paper. It is 
then passed automatically through the transmitter and received in 
Morse characters on an inking register at a distant station. 125 to 
250 words per minute can be thus transmitted. 


CHAPTER XXIX. 


VOLTAIC INDUCTION.—ELECTRICAL MACHINES.— 
TELEPHONE.—THERMO-ELECTRICITY. 


How may induced currents be produced? 

We have already noted statical and magnetic induction. Dynam- 
ical electricity produces analogous effects. Instantaneous induced 
currents may be developed in conductors (1) when brought near 
other conductors traversed by a current, and (2) when brought under 
the influence of a magnet. 
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How may induced currents be produced by intermittent ones? 


Take a coil of thick insulated Cu wire. Upon this coil wind a 
second one of considerably greater length of fine Cu wire, but 
wholly unconnected with the first. The former is the primary coil, 
to be connected with the battery; the latter is the secondary coil, 
and is connected with the galvanometer. At the moment when the 
thick wire is traversed by a current (Fig. 143), the galvanometer 


Fic. 143. 


indicates an induced current in the secondary coil, znverse to that in 
the primary coil. It is only instantaneous, however. At the 
moment when the current ceases in the primary coil a direct induced 
current is produced. 


How may induced currents be produced by continuous ones ? 


Instead of closing and opening the primary current, we may 
approach or withdraw it from the secondary coil, as in Fig. 144. On 
approaching there is an dnverse induced current; on withdrawing 
there is a direct induced current. 7 

Again, if the intensity of the primary current be varied, we may 
get the same results—viz. an inverse induced current if the intensity 
of the primary one increases ; direct if it diminishes. 


A beginning current 
An approached current + gives an inverse induced current. 
An increased current 


An ending current 
A withdrawn current gives a direct induced current. 
A diminished current 
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Work has to be done on approaching or withdrawing currents 
from conductors. Parallel currents in opposite directions repel, and 
in the same direction attract. So on approaching the primary to the 
secondary coil, repulsion has to be overcome, as the currents are 


’ Fre. 144. 


inverse; on withdrawing, attraction has to be overcome, as both 
currents are in the same direction. 

Always when a current flows through a conductor it is found that 
the effect of induction is to produce an opposite current in any 
adjacent parallel conductor. The nature of this action is seen from 
this diagram (Atkinson) : : 


(a) +10+++4++4+41. 
oe 1, 


Let (a) be a conductor where the current flows from left to right 
by virtue of the difference in potential between 10 and 1. (6) is an 
adjacent parallel conductor. Inductive influence radiates in all 
directions, and perhaps (}) only receives $ of the electric force from 
(a). A + potential of 10 will induce a — potential of 2, and 
opposite the + 1 will be — 4. As electric movement is from a 
higher to a lower potential, in (6) it must flow from right to left, 
opposite to that in (qa). | 
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How are currents induced by magnets? 

The inductive action of magnets is only an induction of currents, 
a confirmation of Ampére’s theory. Plunge a bar magnet into a 
bobbin of wire connected with a galvanometer (Fig. 145), and an 
induced current is produced opposed to the direction of the 


Fig. 145. 


Ampérian currents around the end of the magnet. Withdraw the 
bar, and a direct current is produced. 

Or use soft-iron wires as the core of an electro-magnet, and bring 
a bar magnet into contact with the wires. On approaching or with- 
drawing the magnet the galvanometer needle will indicate inverse 
or direct currents. 

Again, rotate an electro-magnet in front of a permanent magnet 
or vice versd, and induced currents are produced. Again, surround 
a horseshoe permanent magnet with a coil, and pass a soft-iron 
plate rapidly in front of the poles. The soft iron, becoming mag- 
netic, reacts on the magnet, and alternate induced currents are pro- 
duced in the wire. The dynamo and all magneto-electric machines 
involve these principles. 


What is the effect of magnets on bodies in motion? 


Arago’s experiment was to rotate a disk of copper beneath a mag- 
netic needle. The needle will rotate in the same direction as the 
disk. Induced currents are produced in the metal. Or rotate a 
horseshoe magnet beneath a disk of copper, and this disk will take 
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up the rotation. The earth’s magnetism can also develop induced 
currents in metallic bodies in motion. 


How may a current induce a current upon itself? 


If a closed circuit of many turns of a single wire be traversed by 
a current and suddenly broken, a perceptible spark is obtained, 
and a smaller or an inappreciable one when the current is closed. 
Each coil seems to exert an inductive action on each adjacent coil, 
in virtue of which a direct extra current is produced at the ‘‘ break,”’ 
thus strengthening the principal current, and an inverse extra cur- 
rent at the ‘‘make,’’ diminishing the principal one, and so pro- 
ducing a less spark. 

This is analogous to the flow of water in a tube under the influence 
of gravity. The inertia of the mass retards the current when it. 
begins, but continues it when suddenly interrupted. 

Such currents are called ectra currents, Henry currents, or cur- 
rents of self-induction. They occur to a slight extent even in a 
straight conductor. These two extra currents have the same E.M.F., 
which is proportional to the strength of the primary current. 

Induced currents, though instantaneous, can by their action on 
their parent currents give rise to new induced currents, and these 
again to others, producing induced currents of different orders, 
analogous to the multiple image phenomena i in plane mirrors. These 
are also called Henry currents. 


What are the properties of induced currents? 


Both the direct and inverse are of high potential, and will pro- 
duce violent physiological, heating, luminous, and chemical effects. 
They are equal in chemical action, but the inverse does not mag- 
netize or produce shocks. 

We have thus seen that induced currents may be produced in five 
ways: two ways by currents, two ways by magnets, and self-induced 
currents. 

1. Making and breaking current in primary coil ; 

2. Approaching or withdrawing a continuous current in primary coil; 
8. Extra currents, self-induced, at make and break, one coil; 

4. Approach or withdrawal of a magnet from a coil; 
_ §. Place soft iron in coil and intermittently magnetize it. 
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Electrical Machines. 


There are three chief varieties : 


1. Electro-magnetic machines ; 
2. Magneto-electric machines ; 
3. Dynamo-electric machines, or dynamos. 


Electro-magnetic machines consist of electro-magnets connected 
with galvanic batteries, and attracting soft-iron armatures. These 
constitute one form of the electric motor, but these machines will 
never be practical, as the cost of Zn so far exceeds that of coal. 

The other two varieties, magneto-electric and dynamos, consist 
essentially of two parts—(1) a revolving electro-magnet, called the 
armature, and (2) a powerful stationary magnet, called the field 
magnet. In magneto-electric machines the field magnet is a per- 
manent one of steel; in dynamos it is an electro-magnet, because 
more powerful; so in dynamos one electro-magnet, the armature, 
revolves in front of a second one, the field magnet. 


What are some forms of magneto-electric machines? 


The first was invented by Paxti in 1833, and improved upon by 
Saxton and Clarke. As now constructed it is known as Clarke’s 
machine, and consists of a powerful horseshoe magnet A (Fig. 146), 
which is stationary. In front of it is the electro-magnet B B’, 
movable about a horizontal axis; it is the armature to the magnet. 
The wires in the two bobbins are wound in opposite directions, so 
that the two currents may not neutralize each other, but be of 
double the E.M.F. that one bobbin would have. The ends of the 
wires are attached to a copper ferule g on the axis. A large quan- 
tity of small wire will give high potential, a small quantity of large 
wire will give low potential. During the first quarter revolution there 
occurs a separation of poles B B’ from A. This produces currents 
in both bobbins. During the second quarter revolution the poles are 
approaching A, and the effect would be to reverse the current, but the 
polarity of the cores changes because they are approaching new poles, 
and this double change allows the current to flow as before. At the 
end of a half revolution, however, there is a reversal of current, as 
the polarity is unchanged at this point. So during every revolution 


VOLTAIC INDUCTION.—ELECTRICAL MACHINES. 301 


there would be a current half the time in one direction and half the 
time in another. 

To secure a-constant current, a commutator qi is placed on the 
axis, revolving with it. It consists of two half ferules, which 
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become alternately + and — from their connection with the bobbin 
wires. Springs > and ¢ slide over these pieces, and the ferule against 
bis always +. Asthis + ferule rotates, the current having reversed -« 
in the coils, it becomes — at spring c. Thus the currents all flow in 
the same direction through the external circuit, and a direct current 
is made out of these transient alternating currents. 

The Alliance machine consisted of ninety-six electro-magnets 
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mounted on six bronze wheels which rotated between fifty-six steel 
magnets, and would produce over 53,000 currents per minute. 
Siemens’ armature (1856) was about the next improvement. 
Here the wire is wound lengthwise on the core instead of trans- 
versely. ‘The core has flanges projecting beyond the central part, 
and a cross-section resembles the letter H (Fig. 147). These flanges 
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are the armature’s poles, and when they are alternately magnetized 
and demagnetized their induction produces currents alternately 
+and—. These are adjusted by a commutator at C. Round P 
passes the band for rotation. This is a very useful compact form, 
and is easily surrounded by a number of magnets. 

Wild’s machine consists in substituting a pair of electro-magnets 
for the steel magnet to produce the magnetic field. These are 
excited by a small Siemens machine mounted above, consisting of 
a Siemens armature and a permanent magnet. A Siemens 
armature is also used below, as well as above, and from this lower 
one passes the external circuit. 


What is the principle of the dynamo? 


The magnetism is furnished by the play of the machine itself, 
and is not obtained from permanent magnets. The essential parts 
are the armature, the field magnets, the commutator, and the 
brushes. The armature and field magnets are all electro-magnets. 

Tron when magnetized retains a little residual magnetism. Sie- 
mens and Wheatstone in 1867 discovered that a current can react 
upon itself, and they proposed to excite the field magnet by the 
_ multiplication of this residual, and so dispense with an exciting 
machine. The rotation of the armature with its slight residual 
magnetism induces a current in the stationary electro-magnet, and 
this in turn reacts on the armature, which again increases the 
strength of the electro-magnet, and so on. The current goes on 
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increasing with the velocity of rotation, only limited by the heating 
of wires and bearings and the difficulty of proper insulation. The 
brushes are the springs for taking up the current; they consist of a 
number of thin copper plates soldered together at one end. 

Ladd’s machine is substantially that of Wild, with the steel 
magnet removed. The two armatures are retained ; one connected 
with the field magnet coils, and the other with the external circuit. 
The two field magnets are placed horizontally, with a Siemens 
armature at either end. Such a machine is run by steam, and its 
currents may be commutated or not. 


Describe Gramme’s armature. 


The above machines give a series of intermittent currents resem- 
bling waves or the strokes of a pump. Gramme has invented a 
machine which gives direct and practically continuous currents. 

In 1862, Prof. Pacinotti invented armatures in the form of a ring, 
where coils were wound round an iron core. Gramme in 1870 
improved upon this by using a ring made of soft-iron wire (Hig. 148), 
and entirely covered with coils, B, C, 
D, etc., the im wire of one joined 
with the out wire of the next. This 
covering does not obstruct the trans- 
mission of magnetic force to the 
core. The improved commutator 
used in connection consists of eight 
or more copper knee-plates mn, 
mounted on the armature’s axis, 
parallel to its length. Each plate 
connects with a coil, there being an 
equal number of each, and they are 
insulated from each other by wood, and are attached to a wooden 
block 0, mounted on the axis. As currents reverse at each half 
revolution, a commutator with but two segments produces an inter- 
mittent current; if four segments, and if a brush make contact 
with the approaching segment before breaking contact with a reced- 
ing one, there is no intermission, but still the current is uneven. 
With eight or more segments, it becomes practically even. 

Gramme’s machine is magneto-electric, as the above armature 
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rotates between the poles of a permanent magnet. This magnetizes 
the core, and that induces currents in the surrounding coils. In one 
half of the semicircle the currents will all be going in one direction ; 
in the other half in the opposite direction. 


Mention other forms of armatures. 

The cylinder or drum armature is a common form, where wire is 
wound lengthwise on a cylinder, and this cylindrical core consists 
of a large number of thin sheet-iron disks insulated from each 
other by tissue-paper. ‘The Weston and Edison armatures are of 
this class. ’ 

There are also closed-circuit and open-circuit armatures. The 
former are those wound, like the Gramme, in an endless spiral, con- 
necting with the commutator by radial arms. In the open-circuit 
armature each coil is independent of every other, being connected to 
two opposite segments of the commutator, which is unconnected with 
the other coils. This kind is used in the Brush dynamo. 


What is the magnetic lag? 

The armature core does not become fully magnetized the instant 
induction occurs, nor fully demagnetized the instant it ceases. 
This is known as the magnetic lag, during which the poles are car- 
ried slightly forward in the direction of’ rotation. 


What are the methods of winding field magnets? 

Field magnets vary greatly in construction, and constitute the 
principal part of the framework of each machine. They have mas- 
sive cores, usually of best cast iron; the advantage of wrought 
iron does not compensate the extra cost. These terminate at one 
end in enlarged pole-pieces, which nearly surround the armature, — 
the opposite ends being connected by bolted cross-bars. They are 
wound with heavy insulated copper wire, which is continuous” 
between the two cores. There are three methods of winding, known 
as series, shunt, and compound. In the serves method (Fig. 149) the 
entire current passes a single route of low resistance, traversing in 
series the armature, the field magnets, and the external circuit. 
Variation of resistance at any point affects the entire series. 

In the shunt method (Fig. 150) the current traverses two routes, 
dividing at the upper brush in the inverse ratio of the resistance of 
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each circuit. The main current flows to the right through the coarse 
wire of the external circuit. A small current of about 1.5% to 
20% of the entire volume flows through the shunt of fine wire with 
which the magnets are wound, and is employed only to excite them. 
If the resistance of the main circuit is increased, the strength of its 
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current is proportionally diminished, but the difference of potential 

between the brushes is increased by this diminished flow. The 

resistance of the shunt remains constant, so the strength of its cur- 

rent is proportionally increased as that of the external circuit is 

diminished. This increases the magnetism of the core, and its reac- 
20 
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tion increases the current strength of both circuits; so an equilib- 
rium is established. 

The compound winding (Fig. 151) is a combination of series and 
shunt methods. The shunt wire of high resistance is used to excite 


the magnets, and a low-resistance wire wound by series method 
excites them also. 
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Each of these methods is adapted for a certain work. The series 
wound machine is most suitable for arc lighting, and the shunt and 
compound for incandescent lighting. The former requires high 
.M.F. and rather small current, while incandescent lighting requires 
the reverse. 


What are some of the different kinds of dynamos ? 


In maintaining a number of are lamps in series the resistance is 
varying according as few or many lights are used. There must be a 
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constant ratio between the K.M.F. and resistance. A dynamo fur- 
nishing an .M.F. capable of variation is called a constant-current 
dynamo, and is usually series wound. If the work required be to 
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maintain incandescent lamps connected in parallel, the resistance of 
the main circuit is constant, variation of resistance being confined to 
the branches. Here the K.M.F. is nearly constant, and a machine 
for such work is called the constant-potential dynamo, and is either 
shunt or compound wound. 

Electric lights can be maintained by either direct or alternating 
currents ; incandescent lamps usually by the latter. Electro-plating, 
telegraphy, etc., always by the former. 

The Hdison dynamo (Fig. 152) is a representative of a direct-cur- 
rent shunt wound machine. He uses it for incandescent lighting. 
The field magnets are mounted vertically, and rest on massive pole- 
pieces enclosing the armature below. On the left are shown the 
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connections of the coils and the projecting terminals of the external 
circuit. Below is seen the projecting end of the armature with 
commutator and brushes, the latter attached to a yoke and moy- 
able for adjustment of potential. The band wheel is on the right. 
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As examples of the alternating-current dynamos are the Gordon 
and Westinghouse. <A direct current for exciting the field magnets 
in these large alternating dynamos is generally employed. It comes 
from another small dynamo, and is called separate excitation. 

Other popular dynamos are the Brush, the Weston (used by the 
U.S. Lighting Co.), the Siemens, Maxim, ete. 
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What are the advantages of the alternating-current dynamo? 

Here the commutator and its resistance and wasteful spark- 
ing are dispensed with, producing a current of much higher 
potential with less internal resistance than can be obtained from a 
direct-current dynamo. Such current can be transmitted to a dis- 
tance by comparatively small wires, and so distribute electric energy 
at a less cost. The generating station can thus be located on cheap 
property and furnish a current for use on more expensive property. 


Electric Motors. 
What is the principle ? 

The development of the electric motor dates from Oersted in 
1819, and has kept pace with that of the electro-magnet. All mo- 
tors consisted in energizing the electro-magnet by a battery current, 
producing mechanical action by its attraction and repulsion. Jacobi 
in 1838 propelled a boat on the Neva at the rate of 3 miles per 
hour; he used a Daniell battery of 320 cells. In 1851, Page pro- 
pelled a car on the Washington and Baltimore Railroad at a speed 
of 19 miles per hour with a 16-horse motor. In 1861, Pacinotti 
discovered the principle that a motor can be simply a reversed dy- 
namo in which an electro-magnetic current produces mechanical 
motion, instead of mechanical motion producing a current. An out- 
side current entering the field magnets causes the armature to revolve. 
This did not receive its first practical application till 1873, by Fentaine, 
who used the Gramme machine. So a motor and dynamo are iden- 
tical in principle and construction, and the same machine may be 
used for either purpose. Generally, two are used together. The 
first one, or generator, is best a large dynamo run by steam- or water- 
power. This gives a strong cheap current in preference to an ex- 
pensive one from Zn. It furnishes electric energy to the second one 
or motor, which may be small and compact, and this will restore the 
original mechanical energy with a loss of about 15%. 


What are the eddy or Foucault currents? 


In both dynamo and motor, currents are induced in the iron core 
of the armature, flowing in the same direction as those of the coils 
in the dynamo, and in the opposite direction in the motor. They 
circulate as eddies in the iron, wasting energy and generating heat. 
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In the dynamo the useful currents tend to suppress them: in the 
motor, to increase them. They are regarded as the chief cause of 
loss of energy in motors. Complete lamination of the core with 
thin disks and perfect insulation is the remedy. 


Whats are some of the varieties of motors? 

Motors may be series, shunt, or compound wound. The Sprague 
is compound wound. In some the rotation of the armature is rever- 
sible. Motors may be direct-current or alternating, the latter re- 
quiring two commutators, one for the motor and one for the generator. 
The Tesla and the Westinghouse-Tesla motors are of this kind. 


How is the power distributed to motors ? 

The parallel system is more practical than the series when a num- 
ber are operated in shops from one or more large dynamos. Special 
methods are required for its application to cars. The trolley system 
is most common. Here an insulated wire is suspended above the 
track, and connection made between it and the motor on each car by 
a trolley attached to the end of a connecting rod projecting above 
the car. The direct current is usually employed : it enters the motor 
by this rod, and returns by a brush or other sliding connection with a 
wire placed in a conduit between the rails. Or the return current 
may be through the rails, as they are pretty well insulated on the 
wooden sleepers. On elevated roads the positive conductor may be 
connected with a central rail, and the track-rails used for return 
circuit. 

Thermo-magnetic motors are still in the experimental stage. 


Describe the inductorium or induction coil. 

The principle has been alluded to. The coils consist of a bundle 
of soft-iron wire surrounded by a primary and a secondary coil. The 
first is connected with a battery, and is alternately opened and closed ~ 
by a self-acting arrangement. Induced currents in rapid succession 
are produced in the secondary coil. Three or four Grove cells with 
this instrument can produce effects equal to those obtained from 
electric machines or Leyden batteries. 


Describe Ruhmkorff’s coil. 
This is an inductorium of improved construction. The primary 
coil consists of a few layers of coarse cotton-wound copper wire. It 
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is about 2 mm. thick and 40 or 50 metres long. Outside this is an 
insulating cylinder of glass or rubber on which the secondary coil is 
wound. This is made of fine silk-wound copper wire, } or } mm. 
thick, and in Mr. Spottiswoode’s machine it was 280 miles long. 
The thinner and longer, the higher the induced potential. Insula- 
tion has to be done with extreme care, and the layers are separated 
by melted shellac or paraffin. The core is a bundle of wires, to pre- 
vent Foucault currents, and they are soldered together so as to be 
-movedinamass. The coil thus completed (Fig. 153) is mounted on a 
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base of wood or hard rubber, in the bottom of which is a condenser, 
consisting of a number of sheets of tin-foil insulated from each other 
by paraffined paper. The alternate ends of the foils project, so that 
all oddly numbered sheets are in contact at one end, and all evenly 
.numbered at the other. Each end is connected with the interior 
terminal of the primary coil, so the condenser is directly in the 
primary circuit as a sort of expansion of it. It is generally omitted 
from medical and small coils. 

The action of the condenser is to serve as an escape for the direct 
extra current at time of breaking. The + E. goes to one coating 
and — K. to the other; they quickly combine by the primary coil, 
shortening the time of breaking, and producing a shorter and more 
intense induced current. 

The primary current must be constantly interrupted, as secondary 
currents are only produced at making and breaking. The inter- 
rupter is placed in the primary circuit, and in small coils consists of 
a light steel spring called the v7brator (Fig. 154). A little hammer 
6b presses against the point of the screw d and closes the circuit, but 
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at this moment the soft-iron core A A becomes magnetized and 
attracts 6; the circuit is broken, and the iron loses its magnetism. 
The hammer now springs back and closes the circuit again. This is 
repeated with great rapidity, giving rise to a series of transient 
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alternating currents in the secondary coil, known as the Faradic 
current. If a weak one is desired, the amplitude of the vibrations 
is reduced. B B in the figure is a condenser. With large coils the 
‘extra current at the break produces sparks sufficient to melt the 
platinum point and injure the coil by heating. A Hg contact-breaker 
has been invented. The interrupters may also be operated by clock- 
work. 

The commutator or key serves to interrupt the battery current or 
send it in either direction. The course of the current is by wire P 
from the battery (Fig. 153), thence to the commutator C, and 
thence by wire } through the primary coil. At the other end of the 
instrument is the interrupter and condenser, not here represented. 
After them the primary current passes to the Cu plate K, then to C 
again, and then to the — pole of the battery by wire N. On the 
right of the figure are wires for the induced currents. 
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A sliding core is often desirable in coils for medical use, to vary 
the strength of the induced current by varying the magnetism in the 
primary coil. In this case a small electro-magnet operates the inter- 
rupter, instead of the magnetism of the core. 

The same object may be accomplished by varying the resistance 
of the primary circuit. This is done by a water rheostat. One. 
terminal is let into a tube of water at the bottom, and the other is 
attached to the top of a plunger, by which the distance between the 
terminals, and so the resistance, can be varied. In large coils special 
construction and winding are required te prevent short circuiting 
and to reduce what is known as the ‘‘ Leyden-jar effect,’’ which 
occurs between the outer coating of the primary coil and inner coat- 
ing of the secondary. 


What are the uses and effects of the induction coil? 


The coil is a converter, changing electricity of low potential and 
large quantity into that of high potential and small quantity— 
dynamical into statical. The maximum spark obtained from the 
largest voltaic battery ever constructed was only 4 in. long, while 
Spottiswoode’s great coil with thirty Grove cells gave one 423 in. 
in length and perforated glass 3 in. thick. 

A coil and battery are used for gas lighting. The wire is inter- 
rupted at each burner, and gives short, thick sparks, which pass in 
series through the escaping gas. The spark coil is employed, con- 
sisting of the primary coil and core, used with a strong current. 
The secondary coil and interrupter are dispensed with. 

Very curious luminous effects are produced in vacuo and in differ- — 
ent vapors. (feissler’s tubes are of glass filled with various vapors, 
and then exhausted and sealed. ‘T'wo platinum wires are soldered 
into the ends of the tube, and when sparks from a coil pass mag- 
nificent lustrous strize, separated by dark bands, are produced— 
gyrations and many tints. 

In an absolute vacuum there is no electrical discharge; it is a per- 
fect non-conductor. 

Dr. Crookes attributes to fluorescence most of these luminous 
phenomena. 

Magnets act on the light of Geissler’s tubes, and produce a rota- 
tion of induced currents. 
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Heat is also developed by the induction of powerful magnets on 
bodies in motion. Considerable force has to be used to rotate a 
solid disk between the poles of a powerful electro-magnet, and the 
disk becomes heated. The currents produced and transformed into 
heat are the Foucault currents. 


The Telephone. 
What is its history ? 


Fifteen years before Bell, Philip Reis in 1861 invented the receiver 
and transmitter of a telephone. Dolbear also had one of similar 
construction. Elisha Gray next had a singing telephone and filed 
a caveat in 1876. The same day Bell filed a caveat for signals: see- 
ing Gray’s, he changed his own and got a patent. Claims for 
priority were made by Gray, Drawbaugh, and Cushman. Bell now 
holds the monopoly, not only for his own, but for all telephonic 
communication. 


Describe the Bell telephone. 


A magnet, spool of wire, and diaphragm are the essentials of the 
transmitter or receiver. A steel magnet about 4 in. long is enclosed 
in a wooden case. Around its north pole is fitted a thin flat bobbin, 
B B, holding about 250 metres of No. 38 Cu wire (Fig. 155), the 
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ends of which appear at the screws 0 C. One mm. in front of the 
magnet is a soft sheet-iron diaphragm of about the thickness of letter- 
paper. There is no galvanic battery. Each instrument may be used 
as a sender or receiver, but the sender is usually of a different shape, 
larger and more powerful. 


If a coil surround a magnet, we have seen that changes in the 
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magnetism will induce currents in the wire. In the telephone the 
magnet and its coil remain fixed: by induction the iron membrane 
is converted into a magnet. When this vibrates its centre of mag- 
netism continually changes, producing fluctuations in that of the per- 
manent magnet. Thus currents are produced in alternate directions 
in the coil of wire. These currents, being transmitted in the cir- 
cuit to a distant coil, alternately attract and cease to attract a cor- 
responding diaphragm. The vibrations of the sender are exactly 
reproduced at the receiver, and sound is thus transmitted by 
electricity. 

One end of the coil is connected with the earth, and the other 
with the line. Corresponding connections are made with the cor- 
responding instrument at the distant station. These currents are of 
exceedingly small foree; they would produce 1 cc. of gas in a 
voltameter in 19 years. It is estimated that not more than zo355 
of the mass of sound is reproduced. The sender is really a small 
dynamo, changing motion into electricity, and the receiver is the 
motor reversing the process. 


Improved transmitters: describe Edison’s. 

The first great improvement was by Kdison—viz. to introduce a 
carbon button and a battery into the circuit. The voice, instead of 
generating currents, is only obliged to contre] a current already gen- 
erated. Loose contact between any two parts of a circuit increases 
the resistance and weakens the current. A platinum point is here 
used on the centre of the disk. A carbon button is pressed gently 
against it by a spring, all of which are in the circuit. Every vibra- 
tion of the disk causes a variation in the pressure between these two 
electrodes, and a corresponding variation in the current resistance. 
This changes the current strength, and therefore the force with 
which the receiving magnet pulls its disk. The Edison transmitter 
and the Bell receiver are often used together. 

Another great improvement by Edison was the use of the induc- 
tion coil. The battery current traverses only a local circuit, includ- 
ing the coil, and the coil produces one of much greater force, possess- 
ing all the fluctuations of the primary current. 


What is the Blake transmitter? | 
This is the one most familiar to us, and is employed by the Bell 
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Co. throughout the United States. It is an improved form of 
Edison’s—a carbon button transmitter. The accessory apparatus is 
a voltaic cell, the induction coil, and the bell-call. In the upper 
cabinet, above the transmitter, is the signalling apparatus invented 
by Gilliland, and connected directly with the line. When we turn 
the external handle we operate a small hand dynamo or magneto- 
electric machine. A current is generated which drops an annunci- 
ator at the central station. The call-bells are operated by a double- 
coil electro-magnet, to the armature of which the clapper is attached. 
In the lower cabinet with the slanting top is a Leclanché cell. This 
establishes a primary circuit through the parts of the transmitter 
and through the induction coil contained within it. The secondary 
circuit of this coil is connected with the line and the earth by its 
opposite terminals. When the receiver is removed from its hook 
this lever rises a little and throws the bells, etc. out of the circuit, 
and closes the battery circuit, which sends a current through the 
transmitter and primary coil. The weight of the receiver opens the 
battery circuit, and so prevents exhaustion of the battery when its 
current is not required. 


What is Edison’s loud-speaking telephone? 

This is a receiver where a spring connected with a vibrating mica 
disk presses upon a cylinder of chalk. This chalk is moistened with 
acetate of Hg and caustic soda, and it can be rotated by clockwork. 
Both the chalk and the spring are in the circuit. Suppose a 
momentary current from the line passes: the friction between the 
rotating chalk and spring is lessened by a decomposition, and the 
mica disk is pulled inward. At other times it is dragged outward, 
thus producing pulsations and sounds. 


How is long-distance telephoning accomplished ? 

The lines are separated from telegraph lines, and are complete 
metallic circuits without ground connections. The wire is copper, 
No. 12. To prevent ‘‘ cross-talk’’ where several lines are on the 
same poles, transpositions are made at regular intervals by crossing 
the two branches of the line without contact, so that each takes 
the place of the other on the cross-arms. This neutralizes the 
induction. 

The Hunning transmitter and the Bell receiver are used. This 
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transmitter has a disk of platinum-foil. Behind and parallel with 
it, at a distance of 33; in., is a second disk of gold-plated brass, and 
the space between is filled with finely granulated carbon. The bat- 
tery current passes through the disks and carbon. In front is a 
metallic funnel-shaped mouth-piece. Lines 600 miles long are now 
in practical working order. 

In Aug., 1893, Prof. Blake of Kansas Univ. succeeded in tele- 
phoning from shore to a lightship at sea. A small submarine cable 
was used, ending upon the ship’s anchor; thence the current passed 
up the uninsulated anchor-chain to the receiver. This promises to 
be of utmost service in reporting vessels, states of weather, etc. 


Describe the microphone. 

This was invented by Hughes in 1878, and by it feeble sounds can 
be reproduced in a telephone receiver. A small carbon rod pointed 
at both ends is loosely mounted vertically between two carbon sup- 
ports attached to a thin sounding-board. The terminals of a bat- 
tery circuit in which a telephone receiver is included are attached to 
these supports, and the slightest sounds, as the walking of a fly on 
the sounding-board, are distinctly heard in the receiver. This instru- 
ment is too sensitive for ordinary transmission. 


Describe the induction balance. 

The presence of bullets in a body or differences in weight and 
composition of metals may be detected by the induction balance. 
Take two exactly equal primary coils and place them near two 
exactly equal secondary coils. In the circuit of the primary coils 
is a battery and a microphone. The secondary coils are joined with 
a telephone and galvanometer. When the coils are in exact balance, 
there is silence in the telephone, and the needle is not deflected ; but 
if a piece of metal is introduced into the secondary coil, a sound is 
at once heard. A milligram of Cu can be heard. A false coin bal- 
anced against a genuine one is detected. 


What is the tasimeter ? 

This instrument was invented by Kdison, and consists of a piece 
of carbon forming part of a voltaic circuit and exposed to varying 
pressure. A galvanometer is also in the circuit. The slightest 
expansion of any substance compressing the carbon is readily noted 
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by the needle. The heat of the hand, or, it is said, the presence of 
a cow in the yard, will affect this instrument. 


What is the principle of Bell’s photophone ? 

This instrument transmits articulate speech by the agency of a 
ray of light. A ray of sunlight falls on the transmitter, which is a 
wooden box closed at the back by a thin silvered mirror. The 
vibrating ray from this surface is concentrated upon a selenium 
rheostat, which consists of thin disks of brass and mica and melted 
Se. This is in a battery circuit with a telephone receiver. The action 
depends on the alterations in the resistance of Se produced by the 
action of light, and these alterations produce articulate sounds in 
the telephone. 


How are thermo-electric currents produced? 


’ Thermo-electricity is dynamical, produced by heat. It was first 
investigated by Seebeck in 1821. When one of the soldered junc- 
tions of a metallic circuit is heated, an electric current is produced ; 
if this junction be cooled, an opposite current results. : 
By experiments, a thermo-electric series is arranged with Bi at one 
end and Sb and Te at the other. Bi is the + metal and — electrode, 
so a Bi — Sb couple soldered together corresponds to a Zn — Cu 
couple in H,SO,. The current goes from Bi to Sb across the solder, 
as it goes from Zn to Cu in the liquid. The intensity of the current 
is proportional to the difference of T. between the junctions. Hot 
and cold water in contact can produce a current from hot to cold. 


What uses are made of this electricity? 


Nobili’s thermo-electric pile or battery consists of a series of five 
couples of Sb and Bi arranged in four vertical columns, The Bi of 
one series is joined with the Sb of the next, and the free ends with 
a galvanometer (Fig. 47). These are placed in a box provided with 
a cone for concentrating heat. Thus arranged, we have the thermo- 
multiplier of Melloni (Fig. 48). It serves as a most delicate ther- 
mometer. The E.M.F. of these currents is very small, but is con- 
stant and may be used for telegraphy. 

Modern thermo-generators use a Zn-Sb alloy for the + metal and 
Fe or German silver for the —. 
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ABERRATION, CHROMATIC, 178. 
spherical, 153, 165. 

Absolute expansion of mercury, 90. 

Absolute index of refraction, 157. 

Absolute zero, 91. 

Absorbing power of bodies, 122. 

Absorption of gases by liquids, 69. 

by solids, 69. 

Absorption hygrometers, 116. 

Accelerated motion, 36. 

Accessories of a battery, 267. 

Accommodation in the eye, 193. 

Achromatic lens, 178. 

Achromatism, 178. 

Achromatopsy, 195. 

Aclinic line, 228. 

Acoustics, 206. 

Acoustic attraction and repulsion, 220. 

Actinic rays, 172. 

Adhesion, 29. 

Advantage of alcohol in thermome- 

ters, 84. 

of mercury in barometers, 67. 
of mercury in thermometers, 79. 

After-image, 171. 

Air-pump, 70. 

Air thermometer, 85. 

Agonic line, 226. 

Albert-type, 190. 

Albino, 192. 

Alcarraza, 108. 

Alcoholometer, 56. 

Alcohol thermometer, 84. 

Alliance machine, 301. 

Allotropic elements, 19. 

Alloy, 93. 

Amalgam, 93. 

Amalgamation of zine, 250. 

Ampére, 259. 

Ampére’s rule, 262. 

Ampérian currents, 224, 287. 

Amorphism, 29. 


Analysis, spectrum, 173. 
Analysis of sunlight, thermal, 122. 
Analyzer, 202. 
Anelectrotonus, 268. 
Aneroid barometer, 66. 
Angle of deviation, 159. 

of incidence, 121, 146. 

of polarization, 202. 

of reflection, 121, 146. 

of refraction, 159. 
Animal heat, 135. 
Annealing, 27. 
Aperture of mirror, 148, 
Aplanatic lens, 165. ; 
Applications of expansion, 88. 

of mirrors, 154. 
Aqueous vapor, 101. 
Arago’s experiment, 298. 
Are light, 269. 
Are-light regulators, 270. 
Archimedes, principle of, 45, 70. 
Armatures, 231, 302. 

closed circuit, 304. 

open circuit, 304. 

cylinder, 304. 

Gramme’s, 303. 

Siemens’, 302. 
Arrangement of cells in battery, 265. 
Artesian wells, 43. 


| Artotype, 189. 


Asphalt pictures, 184. 
Astatic needle, 228. ; 
system, 228, 263. 
Astigmatism, 195. 
Athermancy, 122. 
Atmospheric electricity, 244. 
pressure, 62. 
Atoms, 24. 
Atomic attraction, 26. 
heat, 127. ; 
theory, 23. 
Autographic telegraphy, 294. 
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Avogadro’s law, 48. 

Axis of a magnet, 223. 
primary, 148, 161. 
secondary, 148, 161. 


BALANCE, 33. 

Balloons, 70. 

Barometers, 64. 
aneroid, 67. 
cistern, 65. 
Fortin’s, 66. 
glycerin, 66. 
siphon, 66. 
wheel, 66. 

Baroscope, 70. 

Battery formation, 265. 

Battery, constant, 252. 
Cruikshank’s, 249. 


sulphate of mercury, 257. 


Wollaston’s, 249. 
Beaumé’s hydrometer, 55. 
Beats, 215. 

Bell’s photophone, 318, 

‘telephone, 314. 
Blake’s transmitter, 315. 
Boiling, 99. 

Jaws of, 102. 
Boiling-point, 81, 99, 100. 
of mixtures, 104. 

Boyle’s law, 61, 69. 
Bramah’s press, 41. 
Bright-band spectrum, 176. 
Bright-line spectrum, 176. 
Brittleness, 27. 

Brushes, 302. 

Bunsen’s cell, 253. 

photometer, 145. 
Buoyant force of fluids, 44. 


CABLES, SUBMARINE, 290, 294. 


Calibration of tube, 79. 
Callotype, 190. 
Calorific rays, 172. 
Calorimetry, 124. 
Camera lucida, 183. 
Camera obscura, 142, 182. 
Capillarity, 58. 
laws of, 59. 
Carbon tissue, 189. 
Carré’s ice machine, 108. 
Caustic by reflection, 158. 
Celestial elements, 19. 
Cells, Bunsen’s, 253. 
Callan’s, 254. 
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Cells, Daniell’s, 252. 
gravity, 256. 
Grenet, 254. 
Grove’s, 253. 
Leclanché, 255. 
silver chloride, 257. 
Smee, 251. 
Tyndall-Grove, 253. 
Walker’s, 251. 
Cells in parallel, 266. 
in series, 265. 
Centigrade scale, 81. 
Centre of curvature, 148, 161. 
of gravity, 31. 
Centrifugal force, 35. 
Centripetal force, 35. 
C. G. 8. system, 39. 
Change of state, 92, 97, 99, 111. 
of volume, 87, 89, 91, 98. 
Chemical effects of current, 276. 
of electrical discharge, 244, 
Chemical equivalents, 278. 
harmonicon, 219. 
hygrometer, 114. 
Chemism, 26. 
Chromatic aberration, 178. 
scale, 213. 
Circuit, closed, 291. 
open, 291. 
Cistern barometer, 65. 
Clarke’s machine, 300. 
Clinical thermometers, 85. 
Coefficient of expansion, 87, 89, 91. 
Coercive force, 223. 
Cohesion, 26. 
Coil, induction, 310. 
Ruhmkorff’s, 310. 
spark, 313. 
Cold produced by evaporation, 107. 
Cold-producing machines, 109, 136. 
Cold, sources of, 136. 
Colloids, 60. 
Collodion process, 186. 
Color blindness, 195. 
Colors, 169. 
complementary, 170. 
mixed, 171. 
Combustion, 134. 
Commutator, 301, 303, 312. 
Compass, mariner’s, 227. 
Comparison of cells, 257. 
of voltaic and frictional electric- 
ity, 258, 
Compensating balance-wheel, 89. 
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Compensating strips, 88. 
Compensation pendulum, 88. 
Composite photograph, 188. 
Composition of earth’s crust, 19. 

of forces, 34. 
Compounds, 18. 
Compound-condensing engine, 131. 
Compound winding, 306. 
Condensation of electricity, 241. 

of gases, 73, 111, 132, 133. 
Condenser, 73, 311. 

Liebig’s, 111. 
Condensing engine, 131. 
Condensing pump, 73. 
Conductivity of heat in gases, 118. 

in liquids, 118. 
in solids, 118. 

Conductors of electricity, 233. 
Conjugate foci, 149, 162. 
Consequent poles, 223. 
Conservation of energy, 137 
Consonance, 214. 
Constant battery, 252. 

current dynamo, 307. 

potential dynamo, 307. 
Construction of a thermometer, 79. 
Continuous spectrum, 176. 
Convection, 119. 
Conversion of thermometric degrees, 

82. 

Converter, 275. 
Cornish boiler, 130. 

engine, 131. 
Corrections for barometer, 67. 
Correlation of energy, 137. 
Coulomb, 259. 
Couple, 35. 
Critical angle, 157. 

temperature, 105. 
Crookes’ state, 20. 

vacuum, 20. 
“ Crown of cups,” 249. 
Cruikshank’s battery, 249. 
Cryophorus, 107. 
Crystallization, 97 
“ Curing” the thermometer, 80. — 
Currents, eddy, 309. 

of different orders, 299. 

extra, 299. 

faradic, 312. 

Foucault, 309, 314. 

galvanic, 247. 

Henry, 299. 

induced, 295. 
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Currents, induced, direct, 296. 
induced, inverse, 296. 
induced by magnets, 298. 
thermo-electric, 120, 318. 

Curved mirrors, 148. 

Curvilinear motion, 35. 

Cut-out, 274, 293. 


DAGUERROTYPES, 184, 
Daltonism, 195. 
Dalton’s hypothesis, 23. 
Dalton’s laws of mixed gases, 112. 
Daniell’s cell, 252. 
hygrometer, 115. 
Dark-band spectrum, 176. 
Dark-line spectrum, 176. 
Davy’s lamp, 135. 
Death-rate of children in summer, 
it}. 
Declination, 226. 
variations of, 226. 
Deflagrator, Hare’s, 249. 
Delicate thermometer, 85. 
Density, 46. 
of vapors, 48, 113. 
of water, 90. 
Depolarizers, 252. 
Descartes’ law, 156. 
Determination of heights by barom- 
eters, 68. 
by boiling-point, 105. 
Determination of fixed points on a 
thermometer, 80. 
Development of a photographic plate, 
185, 186. 
Development of statical electricity, 
234. 
Dew-point, 114. 
Dew-point hygrometer, 115. 
Dial telegraph, 294. 
Dialysis, 60. 


-Diamagnetic substances, 225. 


Diathermancy, 122. 
Diatonic scale, 213. 
Differences in specific heat, 125. 
Diffraction, 141, 200. 
spectrum, 201. 
Diffused heat, 122. 
light, 154. 
Diffusion, 28. 
of gases, 60. 
Diosmose, 59. 
Dip, 227. 
Direct induced currents, 296. 
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Discharging rod, 241. 
Discoveries by spectroscope, 175. 
Dispersion, 167. 
Displacement of zero, 84. 
Disgue form of Leclanché cell, 255. 
Dissipation of energy, 138. 
Dissociation, 177. 
Distillation, 110. 
fractional, 110. 
Distribution of electricity, 235. 
of electric lamps, 273. 
Dobereiner’s lamp, 134. 
Doppler’s principle, 209. 
Double refraction, 197. 
Double touch, 230. 
Dr. Draper’s thermometer, 86. 
Dry pile, Zamboni’s, 257. 
Dry plates, 187. 
Ductility, 28. 
Dulong and Petit’s law, 127. 
Duplex telegraphy, 294. 
Duration of electric spark, 244. 
Dynamical electricity, 246. 
Dynamo, alternating-current, 
309. 
constant-current, 307. 
constant-potential, 307. 
direct-current, 307. 
Edison’s, 307. 
principle of, 302. 
Dyne, 39. 


EBULLITION, 99. 
Echelon lens, 153. 
Echo, 210. 

Eddy currents, 309. 


Edison’s loud-speaking telephone, 316. 


transmitter, 315. 

Effects of electric current, 267. 
of electric discharge, 243. 
of heat, 78. 

Effusion, 60. 

Elasticity, 27. 

Elastic force of vapors, 100. 

Electric motors, 309. 

Electric welding, 269. 

Electrical chimes, 241. 
condenser, 241. 
machines, 300. 
units, 258. 
whirl, 241. 

Electricity, atmospheric, 244. 
development of, 235. 
distribution of, 235. 
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Electricity, dynamical, 246. 
frictional, 233. 
history of, 232. 
kinds of, 232. 
theories of, 233. 
transference of, 256. 
Klectro-dynamies, 285. 
Electrolysis, 276. 
laws of, 277. 
secondary, 277. 
Electrolyte, 276. 
Electro-magnets, 287. 
uses of, 288. 
Electro-magnetic machines, 300. 
Electro-metallurgy, 279. 
Electro-motive force, 248, 259. 
series, 248. 
Hlectrophorus, 238. 
Hlectropion, 254. 
Electro-plating, 280. 
Electroscope, gold-leaf, 237. 
pith-ball, 234. 
Electrotyping, 280. 
Elements, 18. 
Emission theory, 77, 139. 
Encke’s comet, 139. 
Endosmose, 60. 
Energy, 17, 39. 
conservation of, 137. 
correlation of, 137. 
dissipation of, 138. 
Enfeeblement of currents, 250. 
Equilibrium, 32. 
Erg, 39. 
Evaporation, 99. 
in production of cold, 107, 136. 
laws of, 102. 
Exosmose, 60. 
Expansion, absolute, of mercury, 90. 
apparent, 89. 
real, 89. 
of gases, ¥1. 
of gases, coefficient of, 91. 
of liquids, 89. 
of liquids, coefficient of, 89. 
of solids, 87. 
of solids, coefficient of, 87. 
Experiments with electricity, 241. 
External work, 78. 
Extra currents, 299. 
Extraordinary ray, 198. 
Hye, 191. 
emmetropic, 194. 
hypermetropic, 194. 
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Eye, myopie, 194. 
presbyopic, 194. 
Hye-piece, 179. 


FAHRENHEIT’S HYDROMETER, 04. 
thermometric scale, 81. 

Farad, 259. 

Faraday’s liquefaction of gases, 111. 

Faradic current, 311. 

Faure’s cell, 284. 

Field magnet, 302, 304. 

Figure, 22. 

Films, 187, 199. 

Finder, 181. 

Fire-alarm box, 289. 

Fixing a picture, 185, 186. 

_ Floating bodies, 46. 

Fluids, 20, 61. 

Fluorescence, 177. 

Fluxes, 94. 

Focal distance, 148. 

Foci in concave lenses, 162. 
in convex lenses, 161. 
in concave mirrors, 148. 
in convex mirrors, 150. 

Foot-pound, 38. 

Force, 26. 

Force-pump, 74. 

Fortin’s barometer, 66. 

Foucault currents, 309, 314. 

rism, 204. 

Franklin’s plate, 241. 
theory, 234. 

Fraunhofer’s lines, 173. 

Freezing-point, 80. 
lowered, 97. 

Freezing mixtures, 98. 

Friction, 132. 

Frictional electricity, 233, — 

Fringes, 199. 

Fulgurites, 134. 

Fulminating pane, 241. 

Fusion, 92. 
laws of, 92. 


GALVANOMETER, 262. 
sine, 263. 
tangent, 263. 
Thomson’s, 263, 294, 
Galloway tubes, 130. 
Gamut, 213. 
Gases, characteristics of, 20. 
Gas engines, 131. 
Geissler’s tubes, 313, 
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Gelatin transfer, 189. 
Gilliland’s signalling apparatus, 316. 
Glycerin barometer, 66. 
Gonda form of Leclanché cell, 256. 
Graduation of thermometer, 80. 
Graham’s law, 57. 
Gramme’s armature, 303. 
Graphophone, 221. 
Gratings, 200. 
Gravesande’s ring, 87. 
Gravitation, 30. 
laws of, 31. 
Gravity cell, 256. 
Grenet cell, 254. 
Gridiron pendulum, 88. 
Grothiiss’ theory, 250. 
Ground switch, 293. 
Grove’s cell, 253. 
Gun-cotton, 186. 
Gunpowder, formula of, 23. 


HARDNESS, 27. 
Hare’s deflagrator, 249. 
Harmonies, 214. 
Harmonicon, chemical, 219. 
Harrison’s method of ice-making, 
108. 
Heat, 77. 
mechanical equivalent of, 137. 
sources of, 131. 
theories of, 77. 
transmission of, 117. 
Heating effects of electrical current, 
268. 
of electrical discharge, 243. 
Heating, methods of, 136. 
Heliostat, 154. 
Henry currents, 299. 
History of electricity, 232. 
of electric telegraph, 289. 
of photography, 184. 
of telephone, 314. 
Holtz machine, 239. 
Homogeneous light, 172. 
medium, 141. 
Horse-power, 39, 131. 
Horseshoé magnet, 88. 
Hunning’s transmitter, 316. 
Hydraulic press, 41. 
Hydrometer, Beaumé’s, 55. 
Fahrenheit’s, 54. 
Nicholson’s, 50. 
Tweddell’s, 55. 
Hydrostatics, 40. 
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Hydrostatic balance, 45, 50, 52. 
bellows, 43. 
paradox, 43. 
Hygrometers, absorption, 116. 
chemical, 114. 
dew-point or Daniell’s, 115. 
Regnault’s, 116. 
wet and dry bulb, 116. 
Hygrometric state, 113. 
Hygrometry, 113. 
Hygroscope, 114. 
Hypermetropia, 194. 


Ick MACHINES, 108. 
Identity of lightning and electricity, 
244, 

Tiluminated fountain, 158. 
Illustrations of expansion, 87. 
Images, real and virtual, 147. 

in concave lenses, 164. 

in convex lenses, 163. 

in concave mirrors, 150. 

in convex mirrors, 152. 

in plane mirrors, 146. 
Inaccuracy of thermometers, 84. 
Incandescent electric light, 273. 
Inclination, 227. 
Indestructibility, 23. 
Index of refraction, 156. 
Induced currents, 295. 

properties of, 299. 
Induction balance, 317. 
Induction coil, 310. 
effects of, 313. 

Induction of electricity, 236. 
Inductorium, 310. 
Inertia, 34. 
Instruments of projection, 182. 
Intensity of light, 143. 

of electric light, 272. 

of radiant heat, 121. 
Intensity of sound, 208. 
Interference of light, 198. 

of polarized light, 204. 

of sound, 215. 
Intermittent siphon, 76. 
Internal work, 78. 
Interrupter, 311. 
Inverse induced currents, 296. 
Tons, 276. 
Isoclinic line, 228. 
Isodynamic line, 228. 
Isogonic line, 227. 
Isomerism, 25, 
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JABLOCHKOFF CANDLE, 272. 
Joule’s equivalent, 137, 260. 
Julien cell, 284. 

Jurin’s law, 59. 


KATHELECTROTONDS, 268. 

Key, 291. 

Kilogrammetre, 39. 

Kinds of electricity, 232. 
Kinetic energy, 40. 
Kinetograph, 221. 

Kingdoms of matter, 18. 
Konig’s manometric flames, 220. 


LACTOMETER, 56. 
Ladd’s machine, 303. 
Lambert-type, 189. 
Laryngoscope, 165. 
Latent heat, 94. 
of fusion, 94. 
of vaporization, 106. 
of water, 94. 
Law of action of electrified bodies. 
234. 
of Avogadro, 48, 57. 
of boiling, 102. 
of Boyle or Mariotte, 61, 69. 
of capillarity, 59. 
of Charles, 91. 
of Dalton, 112. 
of Dulong and Petit, 127. 
of electrical attractions, 235. 
of fusion, 92. 
of gaseous absorption, 69. 
of Graham, 57, 
of gravitation, 31. 
of heating effect of current, 268. 
of intensity of radiant heat, 121. 
of inverse squares, 144. 
of Jurin, 59. 
of magnetic attractions, 229. 
of magnets, 223. 
of motion, 34, 37. 
of parallel and angular currents, 
285, 286. 
of radiation of heat, 121. 
of reflection of heat, 121. 
of reflection of light, 146. 
of refraction, 156, 
of solidification, 97. 
of vapors in vacuo, 100. 
of vibrations of strings, 215. 
Leclanché cell, 255. 
Lenses, 160. 
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Lens, achromatic, 178. 
Lever, 38. 
Leyden battery, 243. 
jar, 241. 
Liebig’s condenser, 111. 
Lifting pump, 74. 
Light, 139. 
homogeneous, 172. 
polarized, 201. 
production of, 201. 
sources of, 196. 
theories of, 139. 
Lightning-arrester, 293. 
rods, 245. 
Limits of perceptible sounds, 211. 
Lissajous’ method, 219. 
Liquefaction of gases, 111. 
of vapors, 109. 
Liquids, characteristics of, 20. 
fixed, 99. 
volatile, 99. 
Local action, 250. 
Locomotives, 130. 
Lodestone, 222. 
Long-distance telephone, 316. 
Loops, 216. 
Luminiferous ether, 139. 
Luminous bodies, 140. 
effects of currents, 243, 269. 


effects of electrical discharge, 243, 


244, 310. 


MAaAcuinge, 37. 
electrical, 300. 
magneto-electric, 300. 
Magdeburg hemispheres, 63. 
Magic lantern, 183. 
Magnetic battery, 231. 
curves, 229. 


effects of electrical discharge, 243. 


elements, 226. 
field, 229. 
induction, 224. 
intensity, 228. 
lag, 304. 
rupture, 224. 
spring water, 230. 
storms, 227. 
substances, 225. 
Magnetism of iron ships, 230. 
residual, 288. 
source of, 229. 
terrestrial, 225. 
theory of, 224. 
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Magnets, 222. 
on bodies in motion, 298. 
from earth’s induction, 230. 
laws of, 223. 
properties of, 223. 
uses of, 232. 
varieties of, 222. 
Magneto-electric machines, 300. 
Magnifying power, 180. 
Malleability, 28. 
Manometers, 62. 
Manometric flames, Koénig’s, 220. 
Mariner’s compass, 227. 
Mariotte’s law, 61. 
Mass, 25. 
Matter, 17. 
properties of, 21. 
states of, 20. 
subdivisions, 24. 
Maximum density of water, 90. 
Maximum and minimum thermome- 
ters, 86. 
Measurement of electrical consump- 
tion, 279. 
of heights, 68, 105. 
of vibrations, 211. 
Mechanical effects of electric dis- 
charge, 243. 
equivalent of heat, 137. 
Melloni’s thermo-multiplier, 120. 
Meniscus, 59, 160. 
Mercury pendulum, 89. 
Method by cooling, 126. 
Methods of heating, 130. 
Method of melting ice, 125. 
of mixtures, 126. 
of specific heat, 125. 
of winding field HAE nGE 304. 
Metric system, 22. 
Micrometer, 174. 
Microphone, 317. 
Microscope, binocular, 180. 
compound, 179. 
simple, 164, 179. 
solar, 183. 
Mirage, 158. 
Mirrors, 146. 
Mixture of gases and vapors, 112. 
Dalton’s laws of, 112. 
Mohr’s seale of hardness, 27. 
Moisture and death-rate, 117. 
Molecule, 24. 
Momentum, 37, 39. 
Monochromatic light, 172. 
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Monometric system, 197. 
Morse code, 290, 294. 
Motion, 34. 
accelerated, 36. 
Motors, electric, 309. 
varieties of, 310. 
Mouth instruments, 217. 
Multiple are method, 274. 
images, 153, 154. 
series method, 274. 
Multiplex telephony, 317. 
Musie, 212. , 
Musical intervals, 212. 
scale, 213. 
Myopia, 194. 


NATIVE ELEMENTS, 19. 
Negatives, 189. 
Neutral line of magnet, 223. 


Newton’s laws of gravitation, 31. 


of motion, 34, 37. 
rings, 199. 
Nicholson’s hydrometer, 50. 
Nickel plating, 282. 
Nicol’s prism, 203. 


Nobili’s thermo-electric pile, 318. 


Nodes, 216. 
Noise, 206. 
Non-condensing engine, 151. 


Non-conductivity of heat, 119. 


Norremburg’s apparatus, 204. 


OBJECT OF CHEMISTRY, 17. 
of physics, 17. 
Objective, 179. 
Occlusion of gases, 70. 
Oersted'’s experiment, 262. 
Ohm, 259. 
Ohm/’s formula, 264. 
law, 264. 
Opaque bodies, 140. 
Opera-glass, 181. 


Optical-apparatus of eye, 191. 


centre, 161. 
instruments, 178. 
Optics, 139. 
Ordinary ray, 198. 
Organ pipes, 217. 
closed, 217. 
open, 218. 
Orthochromatic plates, 187. 
Osmose, 59, 
Overtones, 214. 
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PAPIN’S DIGESTER, 105. 
Parabolic mirrors, 152. 
Parallelogram of forces, 35. 
Paramagnetic substances, 225. 
Pascal’s experiment, 64. 
law, 40. 
Path of ray through the eye, 192. 
through medium with paral- 
lel sides, 158. 
through prism, 159. 
Pencil of light, 140. 
Pendulum, compensation, 88. 
mercury, 89. 
second, 37. 
Penumbra, 141. 
Perception of sounds, 215. 
Percussion, 133. 
Persistence of visual impressions, 199. 
Phase, 207. 
Phonautograph, 219. 
Phonograph, 220. 
Phosphorescence, 196. 
Photography, 184. 
of colors, 187. 
history of, 184. 
Photo-lithograph, 191. 
Photo-mechanical processes, 190. 
Photometers, 144. 
Photo-micrography, 188. 
Photophone, Bell's, 318. 
Physical agents, 21. 
Physics, definition of, 17. 
Physiological effects of current, 267. 
of electric discharge, 243. 
Pigments, 171. 
Pitch, 212, 
Plane mirrors, 147. 
Planté’s cell, 283. 
Plate machine, 238. 
Platinum light standard, 272. 
Pneumatic syringe, 132. 
tube, 73. 
Polariscope, 204. 
Polarity, 29. 
Polarization, 201, 250. 
by absorption, 201. 
by double refraction, 203. 
by single refraction, 203. 
by reflection, 202. 
Polarized light, 201. 
Polarizer, 202. 
Polarizing angle, 202. 
instruments, 204. 
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Poles of a magnet, 223. 
Porosity, 25. 
Portative force, 231. 
Positives, 188, 190. 
Potential, 248. 
energy, 40. 
Powder-ram, 132. 
Presbyopia, 184. 
Pressure of atmosphere, 62. 
and boiling-point, 103. 
in liquids, 41, 47. 
and melting-point, 93. 
as source of heat, 132. 
Prevost’s theory of exchanges, 121. 
Principle of Archimedes, 45, 70. 
Principal axis, 148, 161. 
focus, 148. 
Prism, 159. 
Nicol’s, 204. 
right-angled, 159. 


Problems in specific heat and mix- 


turés, 128. 

thermometry, 84. 
Production of sounds, 214. 
Propagation of sounds, 206. 
Properties of electric light, 272. 

of induced currents, 299. 

of magnets. 223, 

of matter, 21. 
Psychrometer, 116. 
Pumps, air, 70, 71. 

condensing, 73. 

force, 74. 

suction, 74. 

uses of, 72, 73. 
Pyknometer, 51. 
Pyrometer, 86. 


QUALITIES OF A PERFECT BATTERY, 267. 


Quadruplex telegraphy, 295. 


RADIATING POWER OF BODIES, 122. 
Radiation of heat, 119. 
laws of, 121. 
Radiometer, 21. 
Rapidity of evaporation, 102. 
Rates of diffusion, 57. 
Ray of light, 140. 
Real foci, 161. 
images, 147. 
Réaumur scale, 81. 
Receiver, 291. 
Recomposition of white light, 168. 
Recorder, 291. 


Recorder, siphon, 294. 
Recording thermometers, 85. 
Reed instruments, 217. 


Reflecting power of bodies, 122. 


Reflection of heat, 121. 
of light, 146. 
of sound, 209. 
Refracting angle, 159. 
Refraction, double, 197. 
effects of, 157. 
explanation of, 155. 
index of, 156. 
laws of, 156. 
of sound, 210. 
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Refrigerating machines, 109, 136. 


Register, 291. 
Regnault’s hygrometer, 116. 
Regulators of are light, 270. 
Von Alteneck, 271. 
Relay, 293. 
Repeater, 293. 
Repulsion, 28. 

in acoustics, 220. 
Residual magnetism, 288. 
Resistance coils, 260. 
Resolution of forces, 35. 
Resonances, 210, 214. 
Resultant, 35. 
Rheostat, 260, 313. 
Rotary polarization, 204. 
Ruhmkorft’s coil, 310. 
Rumford’s photometer, 144. 
Rutherford’s thermometer, 85. 


SACCHARIMETER, 205. 
Safety lamp, 135. 
Saturated vapors, 100. 
Savart’s toothed wheel, 211. 
Second pendulum, 37. 
Secondary axis, 148, 161. 
electrolysis, 277. 
Self-induced currents, 299. 
Sensitize a plate, 185, 186. 
Separate excitation, 308. 
touch, 229. 
Series method, 274. 
winding, 304. 
Shadow, 141. 
Shunts, 261. 
Shunt winding, 305. 
Siemens’ armature, 302. 
Silver-chloride cell, 257. 
Single touch, 229. 
Siphon, 75. 
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Siphon, barometer, 66. 
intermittent, 76. 
recorder, 294. 
uses of, 75. 

Siren, 211. 

Sliding core, 313. 

Smee cell, 251. 

Solar radiation, 133. 

Solenoid, 286. 

Solidification, 97. 

Solids, characteristics of, 20. 

Solution, 96. 

Sonorous body, 206. 

Sound, 206. 
cause of, 206. 
perception of, 215. 
production of, 214. 
reflection of, 209. 
refraction of, 210. 

Sounder, 291. 

Sources of cold, 136. 
of heat, chemical, 134. 

mechanical, 132. 
physical, 133. 
of light, 196. 
of magnetism, 229. 

Spark-coil, 313. 

Specifie gravity, 46. 

bottle, 51, 53, 57. 

bulbs, 53. 

of gases, 56. 

of liquids, 52. 

of solids, 47, 50. 

of soluble substances, 52. 

summary of, 57. 

tables, 49. 

of vapors, 43. 

Specific heat, 124. 
causes of differences in, 125. 
determination of, 125. 

Spectra, kinds of, 176. 

Spectroscope, 174. 
direct view, 175. 
discoveries by, 175. 

Spectrum, 168. 
analysis, 173. 
by diffraction, 201. 
explanation of, 168. 
properties of, 172. 

Spherical aberration by _ reflection, 

153. 
refraction, 165. 
Spheroidal state, 112. 
Sprengel’s air-pump, 71. 
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Standard candle, 144. 

Standards of specific gravity, 47. 
for street lamps, 275. 

States of equilibrium, 32. 
of iron, 93. 
of matter, 20. 

Steam engines, 129, 

Stereopticon, 183, 

Still, 110. 

Storage battery, 282. 
disadvantages of, 285. 
uses of, 284. 

Strain, 27. 

Stress, 27. 

Sublimation, 99, 111. 

Submarine cables, 290, 294. 

“Suction of coil,” 288. 

Suction-pump, 74. 

Sulphate-of-mercury battery, 257. 

Summary of electrical units, 260. 
of images by mirrors, 152. 
of lenses and mirrors, 165. 
of specific gravity, 57. 

“ Swinging the ship,” 230. 

Symmer’s theory, 234. 

TABLE OF ELECTRO-CONDUCTIVITIES, 

233. 
of specific gravity, 49. 

Talbot-type, 185. 

Tasimeter, 317. 

Telegraph, dial, 294. 
printing, 294. 

Telegraphy, autographic, 294. 
duplex, 294. 
essentials of, 290. 
history of, 289. 
quadruplex, 295. 

Telephone, Bell’s, 314. 

Edison’s loud-speaking, 316. 
history of, 314. 
long-distance, 316. 

Telescopes, 180. 

astronomical, 180. 
Galileo’s, 181. 
Gregory’s, 182. 
Herschel’s, 182. 
Newton’s, 182. 
reflecting, 182. 
refracting, 182. 

terrestrial, 180. 

Temper, 27. 

Temperature, 78. 
in solutions, 96. 
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Tenacity, 27. 
Tension of vapors, 100. 
Terrestrial heat, 133. 

magnetism, 225. 
Theories of electricity, 233. 

of exchanges, 121. 

of heat, 77. 

of light, 139. 

of magnetism, 224. 

of solar heat, 133. 
Thermal analysis of sunlight, 122. 
Thermal unit, 124. 
Thermo-electricity, 120, 318. 
Thermometers, 78. 

accurate, 85. 

air, 85. 

alcohol, 84. 

clinical, 85. 

delicate, 85. 

Dr. Draper’s, 86. 

maximum and minimum, 86. 

mercurial, 79. 

recording, 85. 
Thermo-multiplier, 120. 
Thermopile, 120. 
Three-wire system, 274. 
Timbre, 212. 
Tin-type, 187. 
Torricelli’s experiment, 63. 

vacuum, 64. 
Total reflection, 157. 
Tourmaline pincette, 201. 
Transference of electricity, 236. 
Translucent bodies, 140. 
Transmission of heat, 117. 
Transmitter, 315. 

Blake’s, 315. 

Edison’s, 315. 

Hunning’s, 316. 
Transparent bodies, 140. 
Trolley system, 310. 
Tweddell’s hygrometer, 55. 
Tyndall-Grove cell, 253. 


ULTRA-RED RAYS, 172. 
Ultra-violet rays, 172. 
Undulation, 207. 
Undulatory theory, 77, 139. 
Uniaxial crystal, 198. 
Unit, thermal, 124. 
Units of work, 38. 
Uses of air-pumps, 72. + 

of barometers, 68. 

of condensing pumps, 73. 


Uses of electro-magnets, 232. 
of induction coil, 313. 
of magnets, 232. 
of siphon, 75. 


Vacuum PAN, 104. 
Vaporization, 99. 
Vapors, 99. 

aqueous, 101. 

density of, 113. 

elastic force of, 100. 

saturated, 100. 

tension of, 100. 

unsaturated, 101. 

in vacuo, 100. 
Variations in barometers, 68. 
Varieties of magnets, 222. 
Vegetable heat, 136. 
Velocity, 34. 

of electricity, 244. 

of light, 143. 

of sound in air, 208. 

of sound in gases, 209. 

of sound in liquids, 209. 

of sound in solids, 209. 


of sound in a vacuum, 36. 


Vertex of a mirror, 148. 
Vibrator, 311. 


Vibrations of membranes, 219. 


with different notes, 213. 
Vibrations of plates, 219. 
of rods, 219. 
of strings, 215. 
studied graphically, 219. 
Virtual foci, 150, 162. 
images, 147. 
Viscosity, 27. 
Visual purple, 195. 
Vitreous fusion, 93. 
Volt, 259. 
Voltaic cell, 247. 
pile, 249. 
Voltameter, 279. 
disadvantages of, 279. 
Voltampére, 260. 
Volume, 21. 
' apparent, 25. 
real, 25." 


Von Guericke’s experiment, 63. 


WALKER’S CELL, 251. 
Water-hammer, 104. 


Water, maximum density of, 90. 


rheostat, 313. 
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Watt, 260. 
Watt’s steam-engine, 129. 
Wave-length, determination of, 214. 
Weather-glass, 66. 
Weight, 33. 

of atmosphere, 62. 
Weight at equator, 36. 

-lifter, 63. 
Welding, 93. 
Wet and dry bulb hygrometer, 116. 
Wet-plate process, 186. 
Wheatstone’s bridge, 261. 

rapid telegraphy, 295. 
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Wheel barometer, 66. 
Wild’s machine, 302. 
Wimshurst’s machine, 240. 
Winding field-magnets, 304, 
Wind instruments, 217. 
Wollaston’s battery, 249. 
doublet, 179. 
Woodbury-type, 190. 
Work, 38. 
units of, 38. 
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and Technical Student. By J. W. H, Evrr, M. D., F. R. S. Edin tees 
turer on Bacteriology and Joint Lecturer on Practical Public Health, 
Charing Cross Hospital Medical School; Bacteriologist to Charing Cross 
and to St. Mary’s Hospital for Sick Children, Plaistow. Handsome octavo 
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FRIEDRICH AND CURTIS ON THE NOSE, THROAT, AND 
EAR. 


Rhinology, Laryngology, and Otology, and their Significance in General 
Medicine. By Dr. E. P. FRIEDRICH, of Leipzig. Edited by H. HOLBROOK 
CurRTIS, M. D., Consulting Surgeon to the New York Nose and Throat Hos- 
pital. Octavo, 348 pages. Cloth, $2.50 net. 


FROTHINGHAM’S GUIDE FOR THE BACTERIOLOGIST. 


Laboratory Guide for the Bacteriologist. By LANGDON FROTHINGHAM, 
M.D. V., Assistant in Bacteriology and Veterinary Science, Sheffield Scien- 
tific School, Yale University. Illustrated. Cloth, 75 cts. net. 


GALBRAITH ON THE FOUR EPOCHS OF WOMAN’S LIFE.- | 


The Four Epochs of Woman's Life. A Study in Hygiene. By ANNA M. 
GALBRAITH, M. D., Author of ‘‘ Hygiene and Physical Culture for Women”; 
Fellow of the New York Academy of Medicine, ete. With an Introductory 
Note by JOHN H. Musser, M. D., Professor of Clinical Medicine, University 
of Pennsylvania. 12mo volume of 200 pages. Cloth, $1.25 net. 


GARRIGUES’ DISEASES OF WOMEN. Third Ed., Revised. 


Diseases of Women. By HENRY J. GARRIGUES, A. M., M. D., Gynecolo- 
gist to St. Mark’s Hospital and to the German Dispensary, New York City. 
Octavo, 756 pages, with 367 engravings and colored plates. Cloth, $4.50 
net; Sheep or Half Morocco, $5.50 net. 


GORHAM’S BACTERIOLOGY. 


A Laboratory Course in Bacteriology. By F. P. GORHAM, M.A., Assistant 
Professor in Biology, Brown University. t2mo volume of 192 pages, 97 
illustrations. Cloth, $1.25 net. 


GOULD AND PYLE’S CURIOSITIES OF MEDICINE. 


Anomalies and Curiosities of Medicine. By GEORGE M. GOULD, M.D., 
and WALTER L. PYLE, M.D. An encyclopedic collection of rare and ex- 
traordinary cases and of the most striking instances of abnormality in all 
branches of Medicine and Surgery, derived from an exhaustive research of 
medical literature from its origin to the present day, abstracted, classified, 
annotated, and indexed. Handsome octavo volume of 968 pages; 295 en- 
gravings and 12 full-page plates. Popular Edition. Cloth, $3.00net; Sheep 
or Half Morocco, $4.00 net. 


GRADLE ON THE NOSE, THROAT, AND EAR. 


Diseases of the Nose, Throat, and Ear. By HENRY GRADLE, M.D., Pro- 
fessor of Ophthalmology and Otology, Northwestern University Medical 
School, Chicago. Octavo, 547 pages, illustrated, including 2 full-page 
colored plates. Cloth, $3.50 net. 


8 MEDICAL PUBLICATIONS 


GRAFSTROM’S MECHANO-THERAPY. 
A Text-Book of Mechano-Therapy (Massage and Medical Gymnastics). 
By AXEL V. GRAFSTROM, B. Sc., M.D., late House Physician, City Hos- 
pital, Blackwell's Island, N. Y. 12mo, 139 pages, illustrated. Cloth, $1.00 net. 


GRANT’S SURGICAL DISEASES OF THE FACE, MOUTH, 
AND JAWS. For Dental Students. 

A Text-Book of Surgical Pathology and Surgical Diseases of the Face, 
Mouth, and Jaws. For Dental Students. By H. HORACE GRANT, A. M., 
M.D., Professor of Surgical Pathology and Oral Surgery, Louisville Col- 
lege of Dentistry; Professor of Surgery and Clinical Surgery, Hospital 
College of Medicine, Louisville, Ky. Octavo volume of 215 pages, with 
60 illustrations. Cloth, $0.00 net. 


GRIFFITH ON THE BABY. Second Edition, Revised. 
The Care of the Baby. By J. P. CROZER GRIFFITH, M. D., Clinical Pro- 
fessor of Diseases of Children, University of Pennsylvania; Physician to the 
Children’s Hospital, Philadelphia, etc. I2mo, 404 pages, 67 illustrations 
and 5 plates. Cloth, $1.50 net. 


GRIFFITH’S WEIGHT CHART. 


Infant’s Weight Chart. Designed by J. P. CROZER GRIFFITH, M.D., 
Clinical Professor of Diseases of Children, University of Pennsylvania, 25 
charts in each pad. Per pad, 50 cts. net. 


HAYNES’ ANATOMY. . 


A Manual of Anatomy. By IRVING S. HAYNES, M. D., Professor of Prac- 
tical Anatomy in Cornell University Medical College. 680 pages; 42 dia- 
grams and 134 full-page half-tone illustrations from original photographs of 
the author's dissections. Cloth, $2.50 net. 


HEISLER’S EMBRYOLOGY. Second Edition, Revised. 


A Text-Book of Embryology. By JOHN C. HEISLER, M. D., Professor of 
Anatomy, Medico-Chirurgical College, Philadelphia. Octavo volume of 405 
pages, handsomely illustrated. Cloth, $2.50 net. 


HIRST’S OBSTETRICS. Third Edition, Revised and Enlarged, 


A Text-Book of Obstetrics. By BARTON COOKE HIRsT, M.D., Professor 
of Obstetrics, University of Pennsylvania. Handsome octavo volume of 
873 pages, 704 illustrations, 36 of them in colors. Cloth, $5.00 net; Sheep 
or Half Morocco, $6.00 net. 


HYDE & MONTGOMERY ON SYPHILIS AND THE VENEREAL 

DISEASES. 2d Edition, Revised and Greatly Enlarged. 

Syphilis and the Venereal Diseases. By JAMES NEVINS HYDE, M.D., Pro- 

fessor of Skin, Genito-Urinary, and Venereal Diseases, and FRANK H. 

MONTGOMERY, M.D., Associate Professor of Skin, Genito-Urinary, and 

Venereal Diseases in Rush Medical College, Chicago, Ill. Octavo, 594 
pages, profusely illustrated. Cloth, $4.00 net. 
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INTERNATIONAL TEXT-BOOK OF SURGERY. Two Volumes. 
2d Ed., Thoroughly Revised and Greatly Enlarged. 


By American and British Authors. Edited by J. COLLINS WARREN, M.D., 
LL. D., F.R.C.S. (Hon.), Professor of Surgery, Harvard Medical School, 
Boston; and A, PEARCE GOULD, M.%S., F. R.C. S., Lecturer on Practical 
Surgery and Teacher of Operative Surgery, Middlesex Hospital Medical 
School, London, Eng. Vol. 1. General Surgery.—Handsome octavo, 947 
pages, with 458 beautiful illustrations and 9g lithographic plates. Vol. II. 
Special or Regional Surgery.—Handsome octavo, 1072 pages, with 471 
beautiful illustrations and 8 lithographic plates. Prices per volume: 
Cloth, $5.00 net; Sheep or Half Morocco, $6.00 net. 


“Tt is the most walaetile work on the subject that has appeared in some years. The 
clinician and the pathologist have joined hands in its production, and the result must be a 
satisfaction to the editors as it is a gratification to the conscientious reader.’”’—Anna/s of 
Surgery. 

“This is a work which comes to us on its own intrinsic merits.. Of the latter it has 
very many. The arrangement of subjects is excellent, and their treatment by the different 
authors is equally so, What is especially to be recommended is the painstaking endeavor 
of each writer to make his subject clear and tothe point. To this end particularly is the 
technique of operations lucidly described in all necessary detail. And withal the work is up 
to date in a very remarkable degree, many of the latest operations in the different regional 
parts of the body being given in full details. ‘There is not a chapter in the work from which 
the reader may not learn something new.’’—A/edical Record, New York. 


JACKSON’S DISEASES OF THE EYE. 


A Manual of Diseases of the Eye. By EDWARD JACKSON, A.M., M.D., 
Emeritus Professor of Diseases of the Eye, Philadelphia Polyclinic and Col- 
lege for Graduates in Medicine. 12mo, volume of 535 pages, with 178 illus- 
trations, mostly from drawings by the author. Cloth, $2.50 net. 


JELLIFFE AND DIEKMAN’S CHEMISTRY. 


A Text-Book of Chemistry. By SMITH ELY JELLIFFE, M. D., PH. D., 
Professor of Pharmacology, College of Pharmacy, New York ; and ‘GEORGE 
C. DIEKMAN, PH.G., M.D., Professor of Theoretical and Applied Phar- 
macy, College of Pharmacy, New York. Octavo, 550 pages, illustrated. 
Ready Shortly. 


KEATING’S LIFE INSURANCE. 


How to Examine for Life Insurance. By JOHN M. KEATING, M.D., Fellow 
of the College of Physicians of Philadelphia ; Ex-President of the Association 
of Life Insurance Medical Directors. Royal octavo, 211 pages. With 
numerous illustrations. Cloth, $2.00 net. 


KEEN ON THE SURGERY OF TYPHOID FEVER. 


The Surgical Complications and Sequels of Typhoid Fever. By WM. W. 
KEEN, M.D., LL.D., F, R. C.S. (Hon.), Professor of the Principles of Sur- 
gery and of Clinical Surgery, Jefferson Medical College, Philadelphia, etc. 
Octavo volume of 386 pages, illustrated. Cloth, $3.00 net. 


KEEN’S OPERATION BLANK. Second Edition, Revised Form. 


An Operation Blank, with Lists of Instruments, etc. Required in Various 
Operations. Prepared by W. W. KEEN, M.D., LL.D., F.R.C.S. (Hon.), 
Professor of the Principles of Surgery and of Clinical Surgery, Jefferson 
Medical College, Philadelphia. Price per pad, of 50 blanks, 50 cts. net. 


KYLE ON THE NOSE AND THROAT. Second Edition. 


Diseases of the Nose and Throat. By D. BRADEN KYLE, M.D., Clinical 
Professor of Laryngology and Rhinology, Jefferson Medical College, Phila- 
delphia. Octavo, 646 pages; over 150 illustrations and 6 lithographic plates, 
Cloth, $4.00 net; Sheep or Half Morocco, $5.00 net, 
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LAINE’S TEMPERATURE CHART. 


Temperature Chart. Prepared by D. T. LAINE, M.D. Size 8x13% 
inches. A conveniently arranged Chart for recording Temperature, with 
columns for daily amounts of Urinary and Fecal Excretions, Food, Re- 
marks, etc. On the back of each chart is given the Brand treatment of 
Typhoid Fever. Price, per pad of 25 charts, 50 cts. net. 


LEVY, KLEMPERER, AND ESHNER’S CLINICAL BACTERI- 
OLOGY. 


The Elements of Clinical Bacteriology. By DR. ERNsT LEvy, Professor 
in the University of Strasburg, and DR. FELIX KLEMPERER, Privatdocent 
in the University of Strasburg. Translated and edited by AUGUSTUS A. 
ESHNER, M.D., Professor of Clinical Medicine, Philadelphia Polyclinic. 
Octavo, 440 pages, fully illustrated. Cloth, $2.50 net. 


LOCKWOOD’S PRACTICE OF MEDICINE. Second Edition, 
Revised and Enlarged. 


A Manual of the Practice of Medicine. By GEORGE ROE LOCKWOOD, 
M.D., Attending Physician to Bellevue Hospital, New York. Octavo, 847 
pages, fully illustrated, including 22 colored plates. Cloth, $4.00 net. 


LONG’S SYLLABUS OF GYNECOLOGY. 


A Syllabus of Gynecology, arranged in Conformity with ‘‘An American 
Text-Book of Gynecology.” By J. W. Lonc, M.D., Professor of Dis- 
eases of Women and Children, Medical College of Virginia, ete. Cloth, 
interleaved, $1.00 net. 


MACDONALD’S SURGICAL DIAGNOSIS AND TREATMENT. 


Surgical Diagnosis and Treatment. By J. W. MACDONALD, M.D. Edin., 
F.R.C.S. Edin., Professor of Practice of Surgery and Clinical Surgery, 
Hamline University. Handsome octavo, 800 pages, fully illustrated. Cloth, 
$5.00 net; Sheep or Half Morocco, $6.00 net. 


MALLORY AND WRIGHT’S PATHOLOGICAL TECHNIQUE. 
Second Edition, Revised and Enlarged. 


Pathological Technique. A Practical Manual for Laboratory Work in 
Pathology, Bacteriology, and Morbid Anatomy, with chapters on Post- 
Mortem Technique and the Performance of Autopsies. By FRANK B. 
MALLORY, A. M., M. D., Assistant Professor of Pathology, Harvard Uni- 
versity Medical School, Boston; and JAMES H. WRIGHT, A.M., M.D., 
Instructor in Pathology, Harvard University Medical School, Boston. 
Octavo, 432 pages, fully illustrated. Cloth, $3.00 net. 


McCLELLAN’S ANATOMY IN ITS RELATION TO ART. 


Anatomy in its Relation to Art. An Exposition of the Bones and Muscles 
of the Human Body, with Reference to their Influence upon its Actions 
and External Form. By GEORGE MCCLELLAN, M. D., Professor of Anat- 
omy, Pennsylvania Academy of Fine Arts. Handsome quarto, 9 by 11% 
inches. Illustrated with 338 original drawings and photographs, 260 pages 
of text. Dark Blue Vellum, $10.00 net; Half Russia, $12.00 net. 


McCLELLAN’S REGIONAL ANATOMY. Fourth Edition, Re- 
vised. 


Regional Anatomy in its Relations to Medicine and Surgery. By GEORGE 
MCCLELLAN, M.D., Professor of Anatomy at the Pennsylvania Academy 
of Fine Arts. In two handsome quarto volumes, 884 pages of text, and 
97 full-page chromo-lithographic plates, reproducing the author's original 
dissections. Price: Cloth, $12.00 net; Half Russia, $15.00 net. 
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McFARLAND’S PATHOGENIC BACTERIA. Third Edition, 
increased in size by over 100 Pages. 


Text-Book upon the Pathogenic Bacteria. By JOSEPH MCFARLAND, 
M. D., Professor of Pathology and Bacteriology, Medico-Chirurgical Col- 
lege, Phila., etc. Octavo, 621 pages, finely illustrated. Cloth, $3.25 net. 


MEIGS ON FEEDING IN INFANCY. 


Feeding in Early Infancy. By ARTHUR V. MEIGs, M.D. Bound in limp 
cloth, flush edges, 25 cts. net. 


MOORE’S ORTHOPEDIC SURGERY. 


A Manuai of Orthopedic Surgery. By JAMES E. MOORE, M. D., Professor 
of Orthopedics and Adjunct Professor of Clinical Surgery, University of 
Minnesota, College of Medicine and Surgery. Octavo volume of 356 pages, 
handsomely illustrated. Cloth, $2.50 net. 


MORTEN’S NURSES’ DICTIONARY. 


Nurses’ Dictionary of Medical Terms and Nursing Treatment. Containing 
Definitions of the Principal Medical and Nursing Terms and Abbreviations ; 
of the Instruments, Drugs, Diseases, Accidents, Treatments, Operations, 
Foods, Appliances, etc. encountered in the ward or in the sick-room. By 
HONNOR MORTEN, author of ‘‘ How to Become a Nurse,’’ etc. 16mo, 140 
pages. Cloth, $1.00 net. 


NANCREDE’S ANATOMY AND DISSECTION. Fourth Edition. 


Essentials of Anatomy and Manual of Practical Dissection. By CHARLES 
B. NANCREDE, M. D., LL.D., Professor of Surgery and of Clinical Surgery, 
University of Michigan, Ann Arbor, Post-octavo, 500 pages, with full-page 
lithographic plates in colors and nearly 200 illustrations. Extra Cloth (or 
Oilcloth for dissection-room), $2.00 net. 


NANCREDE’S PRINCIPLES OF SURGERY. 


Lectures on the Principles of Surgery. By CHARLES B. NANCREDE, M. D., 
LL.D,, Professor of Surgery and of Clinical Surgery, University of Michigan, 
Ann Arbor. Octavo, 398 pages, illustrated. Cloth, $2.50 net. 


NORRIS’S SYLLABUS OF OBSTETRICS. Third Edition, 
Revised. 
Syllabus of Obstetrical Lectures in the Medical Department, University of 
Pennsylvania. By RICHARD C. NorRIs, A. M., M. D., Instructor in Obstet- 
rics and Lecturer on Clinical and Operative Obstetrics, University of Penn- 
sylvania. Crown octavo, 222 pages. Cloth, interleaved, $2.00 net. 


OGDEN ON THE URINE. 


Clinical Examination of the Urine and Urinary Diagnosis. A Clinical Guide 
for the Use of Practitioners and Students of Medicine and Surgery. By J. 
BERGEN OGDEN, M.D., lately Instructor in Chemistry, Harvard Univer- 
sity Medical School. Handsome octavo, 416 pages, with 54 illustrations 
and a number of colored plates. Cloth, $3.00 net. 


PENROSE’S DISEASES OF WOMEN. Fourth Edition, Revised. 


A Text-Book of Diseases of Women. By CHARLES B. PENROSE, M. D., 
PH. D., formerly Professor of Gynecology in the University of Pennsylvania. 
Octavo volume of 539 pages, with 221 illustrations. Cloth, $3.75 net. 
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PYE’S BANDAGING. 


Elementary Bandaging and Surgical Dressing. With Directions concerning 
the Immediate Treatment of Cases of Emergency. By WALTER PYE, 
F.R.C.S., late Surgeon to St. Mary’s Hospital, London. Small 12mo, 
over 80 illustrations. Cloth, flexible covers, 75 cts. net. 


PYLE’S PERSONAL HYGIENE. 


A Manual of Personal Hygiene. Proper Living upon a Physiologic Basis. 
Edited by WALTER L. PYLE, M. D., Assistant Surgeon to the Wills Eye 
Hospital, Philadelphia. Octavo volume of 344 pages, fully illustrated. 
Cloth, $1.50 net. 


RAYMOND’S PHYSIOLOGY. Second Edition, Entirely Re- 
written and Greatly Enlarged. 


A Text-Book of Physiology. By JOSEPH H. RAYMOND, A.M., M.D., 
Professor of Physiology and Hygiene in the Long Island College Hospital, 
and Director of Physiology in Hoagland Laboratory, New York. Octavo, 
668 pages, 443 illustrations. Cloth, $3.50 net. 


ROBSON AND MOYNIHAN’S DISEASES OF THE PANCREAS. 


Diseases of the Pancreas. By A. W. MAYO ROBSON, F. R. C.S., Leeds, 
Senior Surgeon to Leeds General Infirmary ; Emeritus Professor of Surgery, 
Yorkshire College of Victoria University ; and B.G. A. MOYNIHAN, M.B., 
F.R.C.S., Assistant Surgeon Leeds General Infirmary ; Demonstrator of 
Anatomy, Yorkshire College. Handsome octavo of 300 pages, illustrated. 
Cloth, 0.00 net. 


SALINGER AND KALTEYER’S MODERN MEDICINE. 


Modern Medicine. By JULIUS L. SALINGER, M. D., Professor of Clin- 
ical Medicine, Jefferson Medical College; and F. J. KALTEYER, M. D., 
Assistant in Clinical Medicine, Jefferson Medical College. Handsome 
octavo, 801 pages, illustrated. Cloth, $4.00 net. 


SAUNDBY’S RENAL AND URINARY DISEASES. 


Lectures on Renal and Urinary Diseases. By ROBERT SAUNDBY, M.D. 
Edin., Fellow of the Royal College of Physicians, London, and of the Royal 
Medico-Chirurgical Society ; Professor of Medicine in Mason College, Bir- 
mingham, etc. Octavo, 434 pages, with numerous illustrations and 4 colored 
plates. Cloth, $2.50 net. 


SAUNDERS’ MEDICAL HAND-ATLASES. See pages 17, 18, 
and 19. 


SAUNDERS’ POCKET MEDICAL FORMULARY. Sixth Edi- 
tion, Revised. 


By WILLIAM M. POWELL, M.D., author of ‘ Essentials of Diseases of 
Children’; Member of Philadelphia Pathological Society. Containing 1844 
formulz from the best-known authorities. With an Appendix containing 
Posological Table, Formulze and Doses for Hypodermic Medication, 
Poisons and their Antidotes, Diameters of the Female Pelvis and Fetal 
Head, Obstetrical Table, Diet Lists, Materials and Drugs used in Antiseptic 
Surgery, Treatment of Asphyxia from Drowning, Surgical Remembrancer, 
Tables of Incompatibles, Eruptive Fevers, etc., etc. Flexible morocco, 
with side index, wallet, and flap. 2.00 net. 
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SAUNDERS’ QUESTION-COMPENDS. See page 16. 


SCUDDER’S FRACTURES. Third Edition, Revised. 
The Treatment of Fractures. By CHAS L. SCUDDER, M.D., Assistant in 
Clinical and Operative Surgery, Harvard University Medical School. Oc- 
tavo, 433 pages, with nearly 600 original illustrations. Polished Buckram, 
net; Half Morocco, net. 


SENN’S GENITO-URINARY TUBERCULOSIS. 
Tuberculosis of the Genito-Urinary Organs, Male and Female. By NICH- 
OLAS SENN, M.D., PH. D., LL.D., Professor of Surgery, Rush Medical 
College, Chicago. Handsome octavo volume of 320 pages, illustrated. 
Cloth, $3.00 net. 


SENN’S PRACTICAL SURGERY. 


Practical Surgery. By NICHOLAS SENN, M.D., PH. D., LL.D., Professor 
of Surgery, Rush Medical College, Chicago. Handsome octavo volume 
of 1133 pages, 642 illustrations. Cloth, $6.00 net; Sheep or Half Morocco, 
$7.00 net. By Subscription. 


SENN’S SYLLABUS OF SURGERY. 
A Syllabus of Lectures on the Practice of Surgery, arranged in conformity 
with ‘‘An American Text-Book of Surgery.’”’ By NICHOLAS SENN, M.D., 
PH.D., LL.D., Professor of Surgery, Rush Medical College, Chicago. 
Cloth, $1.50 net. 


SENN’S TUMORS. Second Edition, Revised. 
Pathology and Surgical Treatment of Tumors. By NICHOLAS SENN, M.D., 
PH.D., LL.D., Professor of Surgery, Rush Medical College, Chicago. 
Handsome octavo volume of 718 pages, with 478 illustrations, includ- 
ing 12 full-page plates in colors. Cloth, $5.00 net; Sheep or Half 
Morocco, $6.00 net. 


SOLLMANN’S PHARMACOLOGY. 


A Text-Book of Pharmacology. By TORALD SOLLMANN, M.D., Assistant 
Professor of Pharmacology and Materia Medica, Western Reserve Univer- 
sity, Cleveland, Ohio. Royal octavo volume of 894 pages, fully illustrated, 
Cloth, $3.75 net. 


STARR’S DIETS FOR INFANTS AND CHILDREN. 


Diets for Infants and Children in Health and in Disease. By LOUIS STARR, 
M.D., Editor of ‘‘An American Text-Book of the Diseases of Children.” 
230 blanks (pocket-book size), perforated and neatly bound in flexible 
morocco, $1.25 net. 


STELWAGON’S DISEASES OF THE SKIN. 


Diseases of the Skin. By HENRY W. STELWAGON, M.D., Clinical Pro- 
fessor of Dermatology, Jefferson Medical College, Philadelphia. Royal 
octavo of 1075 pages, with 220 text-cuts and 26 half-tone and colored plates. 
Cloth, $6.00 net; Sheep or Half Morocco, $7.00 net. 
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STENGEL’S PATHOLOGY. Third Edition, Thoroughly Revised. 
A Text-Book of Pathology. By ALFRED STENGEL. M. D., Professor of 
Clinical Medicine, University of Pennsylvania; Visiting Physician to the 
Pennsylvania Hospital. Octavo, 873 pages, neariy 4oo illustrations, many 
of them in colors, Cloth, $5.00 net; Sheep or Half Morocco, $6.00 net. 


STENGEL AND WHITE ON THE BLOOD. 
The Blood in its Clinical and Pathological Relations. By ALFRED STEN- 
GEL. M.D., Professor of Clinical Medicine, University of Pennsylvania; and 
C. Y. WHITE, JR., M.D., Instructor in Clinical Medicine, University of 
Pennsylvania. 2 Press. 


STEVENS’ MATERIA MEDICA AND THERAPEUTICS. Third 
Edition, Entirely Rewritten and Greatly Enlarged. 


A Text-Book of Modern Therapeutics. By A. A. STEVENS, A. M., M.D., 
Lecturer on Physical Diagnosis in the University of Pennsylvania, Hand- 
some octavo volume of about 550 pages. Cloth, $0.00 net. 


STEVENS’ PRACTICE OF MEDICINE. Fifth Edition, Revised. 


A Manual of the Practice of Medicine. By A. A. STEVENS, A. M., M.D., 
Lecturer on Physical Diagnosis in the University of Pennsylvania. Spe- 
cially intended for students preparing for graduation and hospital examina- 
tions. Post-octavo, 519 pages; illustrated. Flexible Leather, $2.00 net. 


STEWART’S PHYSIOLOGY. Fourth Edition, Revised. 
A Manual of Physiology, with Practical Exercises. For Students and Prac- 
titioners. By G. N. STEWART, M.A., M.D., D.Sc., Professor of Physiol- 
ogy and Histology, Western Reserve University, Cleveland, Ohio. Octavo, 
894 pages; 336 illustrations and 5 colored plates. Cloth, $3.75 net. 


STONEY’S MATERIA MEDICA FOR NURSES. 


Materia Medica for Nurses. By the late EMILY A.,M. STONEY, Superin- 
tendent of the Training-School for Nurses, Carney Hospital, South Bos- 
ton, Mass. Handsome octavo volume of 306 pages. Cloth, $1.50 net. 


STONEY’S NURSING. Second Edition, Revised. 
Practical Points in Nursing. For Nurses in Private Practice. By the late 
EMILY A. M. STONEY, Superintendent of the Training-School for Nurses, 
Carney Hospital, South Boston, Mass. 456 pages, with 73 engravings and 
8 colored and half-tone plates. Cloth, $1.75 net. 


STONEY’S: SURGICAL TECHNIC FOR NURSES. 
Bacteriology and Surgical Technic for Nurses. By the late EMILY A. M. 
STONEY, Superintendent of the Training-School for Nurses, Carney Hos- 
pital, South Boston, Mass. 12mo volume, fully illustrated. Cloth, $1.25 net. 


THOMAS’S DIET LISTS. Second Edition, Revised. 
Diet Lists and Sick-Room Dietary. By JEROME B. THOMAS, M. D., In- 
structor in Materia Medica, Long Island Hospital; Assistant Bacteriologist 
to the Hoagland Laboratory. Cloth, $1.25 net. Send for sample sheet. 
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THORNTON’S DOSE-BOOK AND PRESCRIPTION-WRITING. 
Second Edition, Revised and Enlarged. 


Dose-Book and Manual of Prescription-Writing. By E. Q. THORNTON, 
M. D., Demonstrator of Therapeutics, Jefferson Medical College, Philadel- 
phia. Post-octavo, 362 pages, illustrated. Flexible Leather, $2.00 net. 


VECKI’S SEXUAL IMPOTENCE. Third Edition, Revised. 


The Pathology and Treatment of Sexual Impotence. By VICTOR G. VECKI, 
M.D. From the second German edition, revised and enlarged. Demi- 
octavo, 329 pages. Cloth, $2.00 net. 


VIERORDT’S MEDICAL DIAGNOSIS. Fourth Edition, Re- 


vised. 
Medical Diagnosis. By DR. OSWALD VIERORDT, Professor of Medicine, | 
University of Heidelberg. ‘Translated, with additions, from the fifth en-— 
larged German edition, with the author's permission, by FRANCIS H. 
STUART, A. M., M.D. Handsome octavo volume, 603 pages; I94 wood- 
cuts, many of them in colors. Cloth, 4.00 net; Sheep or Half-Morocco, 
$5.00 net. 


WATSON’S HANDBOOK FOR NURSES. 


A Handbook for Nurses. By J. K. WATSON, M.D. Edin. American 
Edition, under supervision of A. A. STEVENS, A. M., M.D., Lecturer on 
Physical Diagnosis, University of Pennsylvania. 12mo, 413 pages, 73 illus- 
trations. Cloth, $1.50 net. 


WARREN’S SURGICAL PATHOLOGY. Second Edition. 


Surgical Pathology and Therapeutics. By JOHN COLLINS WARREN, M.D., 
LL.D., F.R.C.S.(Hon.), Professor of Surgery, Harvard Medical School. 
Handsome octavo, 873 pages; 136 relief and lithographic illustrations, 33 in 
colors. With an Appendlx on Scientific Aids to Surgical Diagnosis, and a 
series of articles on Regional Bacteriology. Cloth, $5.00 net; Sheep or 
Half Morocco, $6.00 net. 


WARWICK AND TUNSTALL’S FIRST AID TO THE INJURED 
AND SICK. 


First Aid to the Injured and Sick.. By F. J. WARWICK, BvA., M.B. 
Cantab., M. R. C.S., Surgeon-Captain, Volunteer Medical Staff Corps, 
London Companies; and A. C. TUNSTALL, M.D., F.R.C.S. Ed., Sur- 
geon-Captain commanding East London Volunteer Brigade Bearer Com- 
pany. 16mo, 232 pages, and nearly 200 illustrations. Cloth, $1.00 net. 


WOLF’S EXAMINATION OF URINE. 


A Hand-Book of Physiologic Chemistry and Urine Examination. By 
CHARLES G. L. WOLF, M.D., Instructor in Physiologic Chemistry, Cor- 
nell University Medical College. t2zmo volume of 204 pages, 47 illustra- 
tions. Cloth, $1.25 net. 


Saunders’ 
Question-Compend Series. 


Price, Cloth, $1.00 net per copy, except when otherwise noted. 


“ Where the work of preparing students’ manuals is to end we cannot say, but the Saunders 
Series, in our opinion, bears off the palm at present.’’—New York Medical Record. 


i. Essentials of Physiology. By Sipnry Bupcerr, M.D. An entirely new 


work. 


Essentials of Surgery. By Epwarp Martin, M.D. Seventh edition, revised, 
with an Appendix and a chapter on Appendicitis. 


Essentials of Anatomy. By Cuaries B. Nancrepe, M.D. Sixth edition, 
thoroughly revised and enlarged. 


Essentials of Medical Chemistry, Organic and Inorganic. By LAwrencre 
Wotrr, M.D. Fifth edition, revised. 


2 
3 
4 
5. Essentials of Obstetrics. By W.Easrerty Asuron, M.D. Fifth edition, 
6 
7 
8 


revised and enlarged. 


. Essentials of Pathology and Morbid Anatomy. By F. J. Katrzysr, M. D. 
In preparation. 


. Essentials of Materia Medica, Therapeutics, and Prescription-Writing. 
By Henry Morris, M.D. Fifth edition, revised. 


,9. Essentials of Practice of Medicine. By Henry Morris, M.D. An Ap- 
pendix on Urtne Examination. By Lawrence Wotrr, M.D. Third edition, 
enlarged by some 300 Essential Formule, selected from eminent authorities, by 
Wo. M. Powsz.xi, M. D. (Double number, $1.50 net.) 


10. Essentials of Gynecology. By Epwin B. Cracin, M.D. Fifth edition, 


revised. 


11. Essentials of Diseases of the Skin. By Henry W. Sretwacon, M.D. 
Fourth edition, revised and enlarged. 


12. Essentials of Minor Surgery, Bandaging, and Venereal Diseases. By 
Epwarp Martin, M.D. Second edition, revised and enlarged. 


13. Essentials of Legal Medicine, Toxicology, and Hygiene. This volume is 
at present out of print. 

14. Essentials of Diseases of the Eye. By Epwarp Jackson, M.D. Third 
edition, revised and enlarged. 

15. Essentials of Diseases of Children. By Wittram M. Powgti, M.D. Third 

16. Essentials ofExamination of Urine. By Lawrence Worrr, M.D. Colored 
“VOGEL SCALE.” (75 cents net.) 

17. Essentials of Diagnosis. By S. Soris-Conen, M. D., and A. A. Esuner, M. D. 
Second edition, thoroughly revised. 


18. Essentials of Practice of Pharmacy. By Lucius E. Sayre. Second edition, 
revised and enlarged. 


19. Essentials of Diseases of the Nose and Throat. By E. B. Gigason, M. D 
Third edition, revised and enlarged. 


20. Essentials of Bacteriology. By M. V. Bart, M.D. Fourth edition, revised. 

21. Essentials of Nervous Diseases and Insanity. By JounC. Suaw, M.D. 
Third edition, revised. 

22. Essentials of Medical Physics. By Frep J. Brockway, M. D. Second edi- 
tion, revised. 

23. Essentials of Medical Electricity. By Davin D. Stewart, M.D., and Ep- 
WARD S. Lawrancg, M: D. 

24. Essentials of Diseases of the Ear. By E. B. Gteason, M.D. Third Edi- 


tion, revised and greatly enlarged. 


25. Essentials of Histology. By Louis Leroy, M.D. Second edition, revised. 
With 95 original illustrations. 


Pamphlet containing specimen pages, etc., sent free upon application. 
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Saunders’ Medical Hand-Atlases. 


VOLUMES NOW READY. 


ATLAS AND EPITOME OF INTERNAL MEDICINE AND 
CLINICAL DIAGNOSIS. 
By Dr. CHR. JAKOB, of Erlangen. Edited by AUGUSTUS A. ESHNER, 
M.D., Professor of Clinical Medicine, Philadelphia Polyclinic. With 179 
colored figures on 68 plates, 64 text- illustrations, 259 pages of text. Cloth, 
$3.00 net. 


ATLAS OF LEGAL MEDICINE. 


By Dr. E. R. VON HOFFMAN, of Vienna. Edited by FREDERICK PETER- 
SON, M. D., Chief of Clinic, Nervous Department, College of Physicians and 
Surgeons, New York. With 120 colored figures on 56 plates and 193 beau- 
tiful half-tone illustrations. Cloth, $3.50 net. 


ATLAS AND EPITOME OF DISEASES OF THE LARYNX. 


By Dr. L. GRUNWALD, of Munich. Edited by CHARLES P. GRAYSON, 
M. D., Physician-in-Charge, Throat and Nose Department, Hospital of the 
University of Pennsylvania. With 107 colored figures on 44 plates, 25 text- 
illustrations, and 103 pages of text. Cloth, $2.50 net. 


ATLAS AND EPITOME OF OPERATIVE SURGERY. Second 
Edition, Thoroughly Revised and Greatly Enlarged. 
By DR. O. ZUCKERKANDL, of Vienna. Edited, with additions, by J. CHAL- 
MERS DACosTA, M. D., Professor of Principles of Surgery and of Clinical 
Surgery, Jefferson Medical College, Philadelphia. With 40 colored plates, 
278 text-illustrations, and 410 pages of text. Cloth, $3.50 net. 


ATLAS AND EPITOME OF SYPHILIS AND THE VENEREAL 
DISEASES. 


By PrRor, DR. FRANZ MRACEK, of Vienna. Edited, with additions, by L. 
BOLTON BANGS, M.D., Professor of Genito-Urinary Surgery, University 
and Bellevue Hospital Medical College, New York. With 71 colored plates, 
16 text-illustrations, and 122 pages of text. Cloth, $3.50 net. 


ATLAS AND EPITOME OF EXTERNAL DIS. OF THE EYE. 
By Dr. O. HAAB, of Zurich. Edited by G. E. DE SCHWEINITZ, M.D., 
Professor of Ophthalmology, Jefferson Medical College, Philadelphia. With 
76 colored illustrations on 4o plates and 228 pages of text. Cloth, $3.00 net. 


ATLAS AND EPITOME OF SKIN DISEASES. 


By PROF. DR. FRANZ MRACEK, of Vienna. Edited by HENRY W. STEL- 
WAGON. M.D., Clinical Professor of Dermatology, Jefferson Medical Col- 
lege, Philadelphia. With 63 colored plates, 39 half-tone illustrations, and 
200 pages of text. Cloth, $3.50 net. 


ATLAS AND EPITOME OF SPECIAL PATHOLOGICAL HIS=- 
TOLOGY. 


By Dr. H. Dirck, of Munich. Edited by LUDVIG HEKTOEN, M.D., 
Professor of Pathology, Rush Medical College, Chicago. In Two Parts. 
Part I., including Circulatory, Respiratory, and Gastro-intestinal Tract, 
120 colored figures on 62 plates, 158 pages of text. Part II., including 
Liver, Urinary Organs, Sexual Organs, Nervous System, Skin, Muscles, | 
and Bones. 123 colored figures on 60 plates, 192 pages of text. Per 
volume: Cloth, $3.00 net. 
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Saunders’ Medical Hand=Atlases. 


VOLUMES JUST ISSUED. 


ATLAS AND EPITOME OF DISEASES CAUSED BY ACCI- 
DENTS. 


By Dr. Ep. GOLEBIEWSKI, of Berlin. Edited, with additions, by PEARCE 
BAILEY, M.D., Attending Physician to the Department of Corrections and 
to the Almshouse and Incurable Hospitals, New York. With 40 colored 
plates, 143 text-illustrations, and 600 pages of text. Cloth, $4.00 net. 


ATLAS AND EPITOME OF GYNECOLOGY. 


By Dr. O. SCHAEFFER, of Heidelberg. From the Second Revised German 
Edition. Edited, with additions, by RICHARD C. Norris, A.M., M.D., 
Gynecologist to the Methodist Episcopal and the. Philadelphia Hospitals ; 
Surgeon-in-Charge of Preston Retreat, Philadelphia. With go colored 
plates, 65 text-illustrations, and 308 pages of text. Cloth, $3.50 net. 


ATLAS AND EPITOME OF THE NERVOUS SYSTEM AND ITS 
DISEASES. 


By PROFESSOR DR. CHR. JAKOB, of Erlangen. From the Second Revised 
and Enlarged German Edition. Edited, with additions, by EDWARD D. 
FISHER, M. D., Professor of Diseases of the Nervous System, University 
and Bellevue Hospital Medical College, N.Y. With 83 plates; copious 
text>. $3.50 net. 


ATLAS AND EPITOME OF LABOR AND OPERATIVE OB=- 
STETRICS. 


By Dr. O. SCHAEFFER, of Heidelberg. from the Fifth Revised and En- 
larged German Edition. Edited, with additions, by J. CLIFTON EDGAR, 
M.D., Professor of Obstetrics and Clinical Midwifery, Cornell University 
Medical School. With 126 colored illustrations. $2.00 net. 


ATLAS AND EPITOME OF OBSTETRICAL DIAGNOSIS AND 
TREATMENT. 


By Dr. O. SCHAEFFER, of Heidelberg. From the Second Revised and 
Enlarged German Edition. Edited, with additions, by J. CLIFTON EDGAR, 
M. D., Professor of Obstetrics and Clinical Midwifery, Cornell University 
Medical School. 72 colored plates, numerous text-illustrations, and copious 
text. $3.00 net. 


ATLAS AND EPITOME OF OPHTHALMOSCOPY AND OPH= 
THALMOSCOPIC DIAGNOSIS. 


By Dr. O. HAAR, of Zurich. rom the Third Revised and Enlarged Ger- 
man. Edition. Edited, with additions, by G, E. DE SCHWEINITZ, M.D., 
Professor of Ophthalmology, Jefferson Medical College, Philadelphia. 
With 152 colored figures and 82 pages of text. Cloth, $3.00 net. 


ATLAS AND EPITOME OF BACTERIOLOGY. 


Including a Hand-Book of Special Bacteriologic Diagnosis. By PROF. 
Dr. K. B. LEHMANN and Dr. R. O. NEUMANN, of Wiirzburg. From the 
Second Revised German Edition, Edited, with additions, by GEORGE H. 
WEAVER, M.D., Assistant Professor of Pathology and Bacteriology, Rush 
Medical College. In Two Parts. Part I., consisting of 632 colored figures 
on 69 plates. Part II., consisting of 511 pages of text, illustrated. Per 
Part: Cloth, $2.50 net. 
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Saunders’ Medical Hand-Atlases. 
VOLUMES JUST ISSUED. 


ATLAS AND EPITOME OF OTOLOGY. 


By DR. GuSTAV BRUHL, of Berlin, with the collaboration of PROF. DR. A. 
POLITZER, of Vienna. Edited, with additions, by S. MACCUEN SMITH, 
M. D., Clinical Professor of Otology, Jefferson Medical College, Philadel- 
phia. 244 colored figures on 39 plates, 99 text-cuts, and 292 pages of text. 
Cloth, $3.00 net. 


ATLAS AND EPITOME OF ABDOMINAL HERNIAS. 


By PRIVATDOCENT DR. GEORG SULTAN, of G6ttingen. Edited, with 
additions, by WILLIAM B. COLEy, Clinical Lecturer on Surgery, Columbia 
University (College of Physicians and Surgeons), New York; Surgeon to 
the General Memorial Hospital, New York. With 43 colored figures on 
36 plates, 100 text-cuts, and about 275 pages of text. Cloth, $0.00 net. 


ATLAS AND EPITOME OF FRACTURES AND LUXATIONS. 


By PRoF. DR. H. HELFERICH, of Greifswald. -Edited, with additions, by 
JOSEPH C. BLOODGOOD, Associate in Surgery, Johns Hopkins University, 
Baltimore. With 215 colored figures on 72 plates, 144 text-cuts, 42 skia- 
graphs, and over 300 pages of text. Cloth, $0.00 net. 


ATLAS AND EPITOME OF DISEASES OF MOUTH, THROAT, 
AND NOSE. 


By Dr. L. GRUNWALD, of Munich. From the Second Revised and Enlarged 
German Edition, "Edited, with additions, by JAMES E. NEwcoms, M. D., 
Clinical Instructor in Laryngology, Cornell University Medical School. 
With 42 colored figures, 39 text-cuts, and 225 pages of text. 


ATLAS AND EPITOME OF NORMAL HISTOLOGY. 


By PRIVATDOCENT Dr. J. SOBOTTA, of Wurzburg. Edited, with additions, 
by G. CARL HUBER, M. D., Junior Professor of Anatomy and Director of 
the Histological Laboratory, University of Michigan. With 80 colored 
figures and 68 text-cuts from the original of W. Freytag, and 275 pages 
of text. 


ATLAS AND EPITOME OF OPERATIVE GYNECOLOGY. 


By Dr. OSKAR SCHAEFFER, Privatdocent in the University of Heidelberg. 
With 42 colored figures and 21 text-cuts from the original of A. Schmitson, 
and 125 pages of text. 


SAUNDERS’ MEDICAL HAND-ATLASES. 


Three years ago Mr. Saunders contracted for 100,000 copies of the twenty- 
six volumes that are to compose this series of books. Of these twenty-six vol- 
umes only eighteen have appeared, and yet over 


80,000 Copies 


have already been imported. Basing the sales of future numbers on those 
already issued, the prospects are that the ultimate sale of these volumes will 
more than double the figures originally set. 


ADDITIONAL VOLUMES IN PREPARATION. 
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Nothnagel’s Encyclopedia 


OF 


PRACTICAL MEDICINE. 


AMERICAN EDITION. 
Edited by ALFRED STENGEL, M.D., 


Professor of Clinical Medicine in the University of Pennsylvania; Visiting 
Physician to the Pennsylvania Hospital. 


P is universally acknowledged that the Germans lead the world in Internal Medicine; 

and of all the German works on this subject, Nothnagel’s “ Specielle Pathologie und 
Therapie ’’ is conceded by scholars to be without question the best System of Medicine 
in existence. So necessary is this book in the study of Internal Medicine that it comes 
largely to this country in the original German. In view of these facts, Messrs. W. B. 
Saunders & Company have arranged with the publishers to issue at once an authorized 
American edition of this great encyclopedia of medicine. 


For the present a set of ten volumes, representing the most practical part of this 
excellent encyclopedia, and selected with especial thought of the needs of the practical 
physician, will be published. These volumes will contain the real essence of the entire 
work, and the purchaser will therefore obtain at less than half the cost the cream of the origi- 
nal. Later the special and more strictly scientific volumes will be offered from time to time. 


The work will be translated by men possessing thorough knowledge of both English and 
German, and each volume will be edited by a prominent specialist on the subject to 
which it is devoted. It willthus be brought thoroughly up to date, and the American edition 
will be more than a mere translation of the German; for, in addition to the matter contained 
in the original, it will represent the very latest views of the leading American and 
English specialists in the various departments of Internal Medicine. The whole System 
will be under the editorial supervision of Dr. Alfred Stengel, who wil! select the subject: 
for the American edition, and will choose the editors of the different volumes. 


Unlike most encyclopedias, the publication of this work will not be extended overa 
number of years, but five or six volumes will be issued during the coming year, and the 
remainder of the series at the same rate. Moreover, each volume will be revised to the 
date of its publication by the eminent editor. This will obviate the objection that has 
heretofore existed to systems published in a number of volumes, since the subscriber will 
receive the completed work while the earlier volumes are still fresh. 


The usual method of publishers, when issuing a work of this kind, has been to compel 
physicians to take the entire System. ‘This seems to us in many cases to be undesirable. 
Therefore, in purchasing this encyclopedia, physicians will be given the opportunity of 
subscribing for the entire System at one time; but any single volume or any number of 
volumes may be obtained by those who do not desire the complete series. This latter 
method, while not so profitable to the publishers, offers to the purchaser many advan- 
tages which will be appreciated by those who do not care to subscribe for the entire work 
at one time. : 


This American edition of Nothnagel’s Encyclopedia will, without question, form the 
greatest System of Medicine ever produced, and the publishers are confident that it 
will meet with general favor in the medical profession. 
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NOTHNAGEL’S ENCYCLOPEDIA. 


_ AMERICAN EDITION. 
VOLUMES JUST ISSUED AND IN PRESS. 


TYPHOID AND TYPHUS FEVERS. By Dr. H. Curscumann, of Leipsic. 


Editor, William Osler, M.D., F.R.C.P., Professor of the Principles and Practice 
of Medicine in Johns Hopkins University, Baltimore. Handsome octavo, 646 pages, 
72 valuable text illustrations, and two lithographic plates. Cloth, $5.00 net; Half 
Morocco, $6.00 net. Just Ready. 


VARIOLA (including VACCINATION), By Dr. H. Immermann, of Basle. 
VARICELLA, By Dr. Tu. von Jircensen, of Tiibingenn CHOLERA 
ASIATICA and CHOLERA NOSTRAS. By Dr. C. LizBERMEISTER, of 
Tiibingen. ERYSIPELAS and ERYSIPELOID. By Dr: HH, LENHARTZ, of 
Hamburg. PERTUSSIS and HAY-FEVER. By Dr. G. Sricxer, of Giessen. 
Editor, Sir J. W. Moore, B.A., M.D., F.R.C.P.I., Professor of the Practice of 
Medicine, Royal College of Surgeons, Ireland. Handsome octavo of 682 pages, illus- 
trated. Cloth, $5.00 net ; Half Morocco, $6.00 net. Just Ready. 


DIPHTHERIA. By the Edizor: Measles, Scarlet Fever, R6theIn. By Dr. Tx. von 


URGENSEN, of Tiibingen. 


Editor, William P. Northrup, M.D., Professor of Pediatrics, University and Belle- 
vue Medical College, N. Y. Handsome octavo, 672 pages, illustrated, including 24 
full-page plates, 3 in colors. Cloth, $5.00 net; Half Morocco, $6.00 net. Just Ready. 


DISEASES OF THE BRONCHI,. By Dr. F. A. Horrmann, of Leipsic. DIS- 
EASES OF THE PLEURA. By Dr. O. Rosensacu, of Berlin. PNEU- 
MONIA,. By Dr. E. Aurrecut, of Magdeburg. 


Editor, John H. Musser, M. D., Professor of Clinical Medicine, University of Penn- 
sylvania. Handsome octavo, 700 pages, 7 full-page lithographs in colors. Cloth, $5.00 
net; Half Morocco, $6.00 net. /ust Ready. 


DISEASES OF THE LIVER. By Drs. H. Qurncxe and G. Hoprr-Sry er, of 
Kiel. DISEASES OF THE PANCREAS. By Dr. L. Oser, of Vienna. DIS- 
EASES OF THE SUPRARENALS. By Dr. E. Neusser, of Vienna. 

Editors, Frederick A. Packard, M.D., Physician to the Penna. and the Children’s 


Hospitals, Phila.; and Reginald H. Fitz, A.M., M.D., Hersey Prof. of the Theory 
and Practice of Physic, Harvard Univ. Handsome octavo, 7oo pages, illustrated. 


Cloth, $5.00 net; Half Morocco, $6.00 net. /ust Ready. 


INFLUENZA AND DENGUE. By Dr. O. LetcutenstErn, of Cologne. MALA- | 
RIAL DISEASES. By Dr. J. MANNABERG, of Vienna. 


Editor, Ronald Ross, F.R.C.S., Eng., D.P.H., F.R.S., Major, Indian Medical 
Service, retired; Walter Myers Lecturer, Liverpool School of Tropical Medicine. 
Handsome octavo, 700 pages, 7 full-page lithographs in colors. 


uh mee LEUKEMIA, PSEUDOLEUKEMIA, HEMOGLOBINEMIA. By 


"EHRLICH, of Frankfort-on-the- Main, Dr. A. "LAZARUS, of Charlottenburg, and 


De — PInkus, of Berlin. CHLOROSIS. By Dr. *: von Noorpen, of 
Frankfort-on-the- Main. 


Editor, Alfred Stengel, M.D., Professor of Clinical Medicine, University of Pennsyl- 
vania. Handsome octavo, 750 pages, 5 full-page lithographs in colors. 


ee ULOSIS AND ACUTE GENERAL MILIARY TUBERCULOSIS. 


y Dr. G. Cornet, of Berlin. 
. to be announced later. Handsome octavo, 700 pages. 


DISEASES OF THE STOMACH. By Dr. F. Ri&cGEL, of Giessen. 


Editor, Charles G. Stockton, M.D., Professor of Medicine, University of Buffalo. 
Handsome octavo, 800 pages, with 29 text-cuts and 6 full-page plates. 


DISEASES OF THE INTESTINES AND PERITONEUM. By Dr. HERMANN 


NoOTHNAGEL, of Vienna. 


Editor, Humphry D. Rolleston, M.D., F.R.C.P., Physician to and Lecturer on 
Pathology at St. George’s Hospital, London. Handsome octavo, 800 pages, finely 
illustrated. 
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W. B SAUNDERS & COMPANY. 


ANATOMY, EMBRYOLOGY, HIS- 
TOLOGY. 
Bohm, Davidoff, and Huber—A Text- 
book of Histolézy, «25. es 4 
Clarkson—A Text-Book of Histology,. 5 
Haynes—A Manual of Anatomy, . . 8 
Heisler—A Text-Book of Embryology, 8 
Leroy—FEssentials of Histology,. . . . 16 
McClellan—Anatomy in Relation to 


Arts Revional Anatomy, 2... 4. ae: Io 
Nancrede—FEssentials of Anatomy, . . 16 
Nancrede—FEssentials of Anatomy and 

Manual of Practical Dissection, . . . 11 
Sabotta—Atlas of Normal Histology, : 19 

BACTERIOLOGY. 
Ball—Essentials of Bacteriology, .. . 16 


Eyre—Bacteriologic Technique, .... 7 
Frothingham—Laboratory Guide, .. 7 
Gorham—Laboratory Bacteriology, . . 7 
Lehmann and Neumann—Atlas of 


DAGLEROLO RY ee a 18 
Levy and Klemperer’s Clinical Bacte- 
TULOR WS won Ce te ee ae ie IO 
Mallory and Wright—Pathological 
ECC ENGU Gey 8s tf oe 10 
McFarland—Pathogenic Bacteria, . . 11 
CHARTS, DIET-LISTS, ETC: 
Griffith—Infant’s Weight Chart,. . . .. 8/ 
Keen—Operation Blank, ....... 9 
Laine— Temperature Chart,... . ... 10 


Meigs—Feeding in Early Infancy,. . . 11 
Starr—Diets for Infants and Children, . 13 
Thomas— Diet-Lists, 


CHEMISTRY AND PHYSICS. 


Brockway—Ess. of Medical Physics, . 16 
Jelliffe and Diekman—Chemistry, .. 9 


W olf—Examination of Urine, ..... 15 
Wolff—Essentials of Medical Chemistry, 16 
CHILDREN. 

American Text-Book Dis. Children, . 1 
Grifith—Care of the Baby, . . 2 ...... 8 
Griffith—lInfant’s Weight Chart, ... 8 
Meigs—Feeding in Early Infancy, . : II 


Powell—Essentials of Dis. of Children, 16 
Starr— Diets for Infants and Children, . 13 


DIAGNOSIS. 
Cohen and Eshner—FEssentials of Diag- 
ROCIS Gra osteo a tee 16 
Corwin—Physical Diagnosis, ..... 5 
Vierordt—Medical Diagnosis,. .... 15 


DICTIONARIES. 
The American Illustrated Medical 
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The American Pocket Medical Dic- 
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EYE, EAR, NOSE, AND THROAT. 


An American Text-Book of Diseases 

of the Eye, Ear, Nose, and’ Throae, =. @ 
Briihl and Politzer—Atlas of Otology, 19 
De Schweinitz— Diseases of the Eye, . 
Friedrich and Curtis—Rhinology, Lar- 
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Gleason—Essentials of the Ear,. . . . 16 
Gleason—Essentials of Nose and Throat, 16 
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Jackson— Manual of Diseases of the Eye, 9 
Jackson—Essentials Diseases of Eye, . 16 
Kyle—Diseases of the Nose and Throat, 9 


GENITO-URINARY. 
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Martin—FEssentials of Minor Surgery, 
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ereal Diseases, 
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Senn—Genito-Urinary Tuberculosis,. . 13 
Vecki—Sexual Impotence, 
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American Text-Book of Gynecology,. 2 
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Garrigues— Diseases of Women, mai 
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Penrose—Diseases of Women, .... 11 
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THE series of boots tacllidad under this title are authorized translations 


ee : ‘into peste of the world-famous. 


_ Lehmann Medicinische Handatlanten, 


4 Aphieh for scientific accuracy, pictorial beauty, compactness, and 
~ cheapness surpass any similar volumes ever published. - 
_ . Each volume contains from 50 to 100 colored plates, besides numer- 
aan illustrations in the text. The colored plates have been executed by the 
- most skilful German lithographers, in some cases more than twenty im- 
a pressions being required to obtain the desired result. Each plate is accom- 
panied by a full and appropriate description, and Sach book contains a con- 
~ densed but adequate outline of the subject to which it is devoted. 
_. One of the most valuable features of these atlases is that they offer a 
ready and satisfactory substitute for clinical observation. Such ob- 
servation, of course, is available only to the residents in large medical centers; 
and even then the requisite variety is seen only after long years of routine 
hospital work. To those unable to attend important clinics these books 
~ will be absolutely indispensable, as presenting in a complete and con- | 
- venient. form the most accurate reproductions of clinical seat, interpreted 
by the most competent of clinical teachers; 
While appreciating the value of such colored plates, the profession has 
heretofore been practically debarred from purchasing similar works because 
of their extremely high price, made necessary by a limited sale and an 


enormous expense of production. _Now, however, by reason of their pro- 


‘jected universal translation and reproduction, affording international dis- 
tribution, the publishers have been enabled to secure for these atlases the 
best artistic and professional talent, to produce them in the. most 
elegant style, and yet to offer them at a price heretofore unapproached 
eet: e cheapness. _ The great success of the undertaking is demonstrated 
- by the fact that the volumes have already appeared in thirteen different 
Janguages—German, English, French, Italian, Russian, Spanish, Dutch, 
_Japanese, Danish, Swedish, Roumanian, Bohemian, and Hungarian. 

‘The same careful and competent eaitoriat supervision has been 
secured in the English edition as in the originals.. The translations have 
been edited by the leading American specialists in the different sub- 
a jects. The volumes are of a uniform and convenient size (5 x 7 ¥% inches), 
and are PipSanelly bound in ¢loth, 
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CLINICAL DIAGNOSIS. | Lie 

By DR. CHR. JAKOB, of Erlangen. Edited by ‘AucusTus re Rune, he 

M. D., Professor of Clinical Medicine, Philadelphia Polyclinic.» With 179 © 


colored figures on 68 = 64 text-illustrations, 259 page of text, Clete = 
$3.00 net. fh eS 


ATLAS OF LEGAL MEDICINE. 


By Dr. E. R. VON HOFFMAN, of Vienna. Edited by FREDERICK PETER- 
SON, M. D., Chief of Clinic, Nervous Department, College of Physicians and ~ 
Surgeons, New York. With 120 colored figures on 56 plates aoe 193, Laas 
tiful half-tone illustrations. Cloth, $3.50 net. 


ATLAS AND EPITOME OF DISEASES OF THE LARYNX. t. : 


By Dr. L. GRUNWALD, of Munich. Edited by CHARLES P. GRAYSON, 
M. D., Physician-in-Charge, Throat and Nose Department, Hospital of the 
University of Pennsylvania. With 107 colored figures on 44 plates, 25 text- oe 
illustrations, and 103 pages of text. Cloth, $2.50 net. 


ATLAS AND EPITOME OF OPERATIVE SURGERY. Secu . 


Edition, Thoroughly Revised and Greatly Enlarged. 


By Dx. O. ZUCKERKANDL, of Vienna. Edited, with additions, by J. CHAL- a 
MERS DaCostTA, M.D., Professor of Principles of Surgery and of Clinical — 
~ Surgery, Jefferson Medical College, Philadelphia. With 40 colored eee? > & 
278 text-illustrations, and 410 pages-of text. Cloth, $5.50 net ee 


ATLAS AND EPITOME OF SYPHILIS AND THE VENEREAL 
DISEASES. 


By Pror. DR. FRANZ MRACEK, of Vienna. Edited, with saditipns: = L, 
BOLTON BANGS, M.D., Professor of Genito-Urinary Surgery, ee 
and Bellevue Hospital Medical College, New York. With 71 colored pier 
16 text-illustrations, and 122 pages of text... Glath, $3:so et. 


ATLAS AND EPITOME OF EXTERNAL DIS. OF THE EYE. 


By DR. O. HAAB, of Zurich. - Edited by. G. E. DE SCHWEINITZ, M. D., 
Professor of Ophthalmology, Jefferson Medical College, Philadelphia. With 
76 colored illustrations on 4o plates and 228 pages of text. Cloth, $3.00 net, ae 


ATLAS AND EPITOME OF SKIN DISEASES. — ~~ - 


By PRoF. DR. FRANZ MRACEK, of Vienna. . Edited by HENRY W. STE 
WAGON. M.D., Clinical Professor of Dermatology, Jefferson Medical Col- 
lege, Philadelphia. With 63 colored plates, 39 half-tone This and 
200 pages of text. Cloth, $3.50 net. “. 


ATLAS AND EPITOME OF SPECIAL PATHOLOGICAL, Hs- 
Age TOLOGY. 


By Dr. H. Dirck, of Rnoick: Edited by LuDVIG H TO N, M.I 
Professor of Pathology, Rush Medical College, Chicago. In P. 

Part I., including Circulatory, Respiratory, and Gastro-int 

120 colored figures on 62 plates, 158 pages of text. Part | 

Liver, Urinary Organs, Sexual Organs, Nervous System, 

. and Bones. 123 colored figures on 60 plates, _ pags 

~. volume: Cloth, $3.00 net. 2 
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_ ATLAS ‘AND. EPITOME: UF DISEASES CAU@ED BY A€CIDRNTS. 
eae By Dr. Ep. GoL¥IEWSKI, of “Berlin. ‘Pdited) 


-M.D., , Attending - hysician. to the Department of Corrections’ ond to the Almshouse 


and Incurable Hospitals, New York. With 40 colored plates, 143 text-illustrations, and 
600 Rees of text. Cloth, $4.00 net. 


ATLAS AND EPITOME OF GYNECOLOGY. 


> By: Dr. O. Scuarrrer, of Heidelberg. From the Second ‘Revised German. Edition. 


Edited, | with additions. by RicHarp C.Norere A MND 
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